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fhe dollar that comes back... 


A Johnson air conditioning and heating control svstem will actually 
return every dollar of its cost and pay you generous dividends over th 
life of vour hospital! That’s Just one reason why most of the nation’s 


leading hospitals have Johnson Pneumatic Temperature Control Systems. 


Johnson Service Company, Milwaukee 1, Wisconsin - Direct Branch Offices in Principal Cities 
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DARVON 


is the new, chemically different analgesic which is equally as potent as codeine 
yet much better tolerated.' Orally effective, ‘Darvon’ is valuable in any disease 
associated with pain. It does not come within the restrictions of the Harrison 
Narcotic Act. 


‘Darvon’ is available in 32 and 65-mg. pulvules. 


DARVON COMPOUND 


further increases effectiveness by combining the analgesic action of ‘Darvon’ 
with the antipyretic and anti-inflammatory benefits of ‘A.S.A. Compound.’* 


Each Pulvule ‘Darvon Compound’ provides: 


‘Darvon’ ; 32 mg. 
Acetophenetidin 162 mg. 
‘A.S.A.” (Acetylsalicylic Acid, Lilly , ; 227 mg. 
Caffeine . nee : 32.4 mg. 


Supplied in bottles of 100 


*"A.S.A. Compound’ (Acetylsalicylic Acid and Acetophenetidin Compound, Lilly 
1. Gruber, ¢ M.Jr.:J. A. M.A 164 :966 (June 29), 1957 


ELI LILLY AND COMPANY, INDIANAPOLIS 6, INDIANA y. Bo Bic 
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safety and efficiency 
proved in more than 


TRANSFUSION 


THE RECORD OF THE R48 PRESSURE PUMP SET SPEAKS FOR 
ITSELF. First set to make pressure transfusion safe for the 
patient, the disposable Plexitron R48 is being specified in 
more hospitals every day... throughout the world. 


Emergency pressure is instantly available ...simply squeeze 
the drip chamber. The degree of pressure and speed of 
transfusion varies with the degree of pumping action. The 
ball-float safety valve operates only with fluids... you can’t 
pump air. Set can be returned to gravity drip easily, at 
any time. 


Only filtered blood reaches the patient. Fine-mesh filter, of 
exclusive construction and design, provides maximum filtra- 
tion area and assures efficient removal of particulate matter 
in both routine and emergency transfusions. 


Literature, samples and demonstration on request 


BAXTER LABORATORIES, INC. 


MORTON GROVE, ILL. 


DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE 
ROCKIES (except in the city of El Paso, Texas) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 
SCIENTIFIC PRODUCTS DIVISION GENERAL OFFICES * EVANSTON, ILLINOIS 


Y-TYPE PRESSURE PUMP SET 
AVAILABLE AS CAT. NO. R49 
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Safety Program Brings Award 
An outstanding 12 year safety rec 
a special safety award for 
North Hospital, Cincin- 
The St. Paul-Mercury 
Award was pre 


Orte, business ad 
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nati, recently 
Accident Prevention 
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ministrator of the hospital, by the St 
Paul Fire and Marine Con 
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recommendation to the letter, and as 


quickly as possible,” the administrator 
} ; | 


explained 
He also praised the Ohio Hospital 


\ssociation’s semimonthly — bulletin, 


which offers safety programs for all 


hospital departments, in addition to 


monthly safety survey 


Elliott E. Otte (I.), the business admin- 
istrator of Emerson A. North Hospital 
in Cincinnati, accepts the special safety 
award for accident prevention from 
Oris E. Hamilton (r.), safety director of 
Cincinnati, and D. A. Vogel, fire chief. 


Hospitals Put Lid on Noise 


A campaign to reduce noise in 


tle hospital zones was launched 
ind on rele 


recently n newspapers 


vision and radio. The campaign did 


not originate with the hospitals. Ir 
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Emma Jones It 
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turbed by the morning racket 
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welfare of her 
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matter 


Concerned with the 
Jones in 


She learned 


seriously ill friend, 


quired into the 
that garbage and swill pickups at hos 
pitals were made in predawn hours 
to get the trucks off city streets before 
heavy morning tratti 

asked 


NOISC 


One step led to another. She 


} 


hospital administrators about 


problems and found they were con- 
cerned about them, but also resigned 
to getting nothing done about them 

But not the crusading Mrs. Jones 
With the individual 


hospitals, she developed an all-inclu 
pre- 


endorsement of 


sive public education program 
liminary to changes in and enforcement 
of city ordinances dealing with the 
NOIS¢ problem 

Mayor Gordon §. Clinton of Seattle 
designated the week of August 18 to 
25 as “Hospital Zone Noise Control 
Week.” In his message he said: “Per- 
haps we have been complacent regard- 
ing noise. The sick and troubled who 
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BASIC TO BETTER 
PATIENT CARE / D-H POWER UNIT 


FOR AUTOMATIC 
GATCH OPERATION 
IS OPTIONAL 


NEW HARD ELECTROMATIC BED 1496PG 


As fundamental to patient care and safety a switch and the entire spring moves 
as taking a pulse count, Hard’s new ElectroMatic smoothly and silently to any desired height, with 
Bed 1496PG makes the convenience of nurse-saving the added safety of limit switches to cut off the 
automation a reality. Just flick motor at peak high or low. 


Available separately or with these Hard Room Groups 


Granada Group Sutton Group Omega Group 


Ask Your Hospital Supply Dealer or Write 
HARD Makes 350 Quality 
Hospital Products 
HARD MANUFACTURING All are built for: 
COMPANY e Patient Comfort and Safety 


i TUE t-te Mm Otelah 4 -lall lalet— 





Less Maintenance 


117 TONAWANDA STREET 
BUFFALO 7, NEW YORK 


Life-Long Service 





MORTUARY ff tins We soni 
REFRIGERATORS fe 


FROM); TO BODY CAPACITY 
8 


Hospital installation of three-tier Jewett mortuary refrigerator 


Jewett built the first mortuary refrigerator over 40 years aj 
.. today Jewett is the accepted leader in its field, offering custom 
built and standard mortuaries designed to meet your specified 


requirements. Available in recessed, free standing, side opening or 
I £ 


pass through models, also wheel-in types for carts. 


G8 Bee (We Boe BUFFALO 13. N.Y. 
MANUFACTURERS . : orn 

OF REFRIGERATORS a t) 

OF EVERY TYPE fh 

FOR INSTITUTIONS 


Since 1849 
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In many thousands of cases... 
In more than 3000 hospitals... 


SALICYLATE 


brand of carbazochrome salicylate 


Adrenosem Salicylate is unlike any 
hemostat heretofore available. It) has 
been found useful in almost every branch 
of medicine and Surgery. Case histories 
have been published on its successful use 
in such procedures and conditions as: 
Tonsillectomy, adenoidectomy and 
nasopharynx surgery 

Prostatic, bladder and transurethral 


SUPLCTS 


BRISTOL, TENNESSEE 
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Excessive postpartum bleeding and uter- 
ine bleeding 
Thoracic surgery 
Gastrointestinal bleeding 
{/so: Idiopathic purpura 
Retinal hemorrhage 
Familial telangiectasia 
Epistaxis 
Hemoptysis 


Hematuria 


KANSAS CITY 


Pulmonary bleeding 
Metrorrhagia and menorrhagia 


Supplied in ampuls, tablets, and as a syrup. 


Write for comprehensive illustrated brochure describing 
the action and uses of Adrenosem Salicylate. 


COMPANY 


SAN FRANCISCO 
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New Oakite Report 
shows the way to 


Cleaner Wash 
in Less Time 








Here’s the new, free Oakite 
Service Report that can help 
your hospital laundry turn 
out wash faster and cleaner 
than ever before—and at less 








cost, too! 






This new illustrated Report 
shows how to improve the 
break operation... get bet- 
ter sudsing .. . save on rins- 
ing... keep laundry wheels 
clean...restore top efficiency 
to heat reclaimers. It’s easy 
to read, easy to follow. 


FREE! Ask your local 


Oakite man for a free copy 
of Oakite Service Report 
B6797, or write to Oakite 
Products, Inc., 18A Rector 
Street, New York 6, N. Y. 
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Above: Rubber gloves made fascinat- 
ing balloons for an annual tenure 
party at Methodist Hospital, Indian- 
apolis. Other common hospital items 
also were used as decorations. Right: 
Mrs. Don Perry, nurse at Methodist 
Hospital, displays two of the dolls sold 
at the nursing school’s homecoming 


Imagination in Indianapolis 
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{ ns, discarded ether cones parts of 
plaster sts, and gauze tapes. The 
vall é ions included bedpans 
s, surgical instruments, laun 
iry carts, and other pieces of equip 
ent used daily in the hospital 
[he party is given annually to honor 
ployes who have reached a new 
enure status of 10 1) or 40 vears 
Pins are presented to those eligible 
join 'O or Q) year clubs 
Six charming young ladies made 
ir deb it the recent homecoming 


held by Methodist Hospital's school 


f nursing The young ladies were 
characte i of th popular story 
book size, dressed in the uniforms of 
past and present students 


Alumnae 


Nurses 
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Association, the dolls were created by 


Mildred Davis of Millie's Doll House 


Greenfield, Ind., who has “brought to 
life’ more than 300 characters fron 
nursery rhymes and the poems of 
James Whitcomb Riley 

Some 200 of the nurse dolls were 


on sale at the homecoming, and were 
such a success that the alumnae ass« 

ciation was able to add $201 to the 
nursing scholarship fund. Because of 
this response the association has de 
cided to continue the project indefi 
nitely, according to Mary W. Milburn 


president. The dolls cost $2 and are 


sold for e323 


Auxiliary Profits From Sale 

Courtesy sales days at a local de 
partment store help the Women’s 
Auxiliary of Mountainside Hospital 
Montclair, N.J., support a_ student 
nurses scholarship fund 

Ten per cent of sales made at the 
department store for two days are 
credited to the auxiliary, provided the 
buyer mentions the auxiliary when 
making a purchase. The customer may 
pay cash, charge her selection, or buy 
gift certificates in $5 denominations 
The auxiliary receives 10 per cent of 


the value of the certificates 
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pe ger 


he members of the board are mighty 
mpressed. Never realized so much could be 
accomplished with the right figures. Yet now, 
with the facts before them, they agree with 
the administrator. A bottleneck is developing 
n X-ray. 

How was this brought to light? With the 
fast, accurate, complete reports furnished by 
McBee Kevsort punched-card controls. Like 
modern industrial management, which must 
constantly relate departmental manufacturing 
cost to its product mix, this administrator can 
now relate special service department costs to 
the patient mix. Thus he can keep close watch 
on the variance of actual to forecast ... can 
more realistically evaluate the need for equip- 





VCBEE KEYSORT. 


BETTER PATIENT CARE THROUGH ADMINISTRATIVE CONTROLS 
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ment and personnel ... develop more accu- 
rate costs . determine the adequacy of the 
rate structure. 

The creation, processing and analysis of 
Kevsort Requisition-Charge Tickets and 
Patient-Day Statistical Cards are today 
speeded by the new, designed-for-hospitals 
Kevsort Data Punch, which simultaneously 
imprints and code-punches these records. These 
unique tools will help vou achieve the proper 
recording and analysis of statistics that fore- 
tell future needs and enable vou to render maxi- 
mum patient care at minimum cost. 

The nearby Roval McBee man can show 
vou how it’s done. Why not phone him, or 
write us? 


ROVAL MCBEE Corporation wicansce: tnemcecs company, ita. toronto te 
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Public Relations 





Does Your Public Relations 
Carry an Adequate Payload? 


By GORDON DAVIS 


satisfactory 
to surgeon 
and budget 


The surgical staff's most 
exacting demands are 
satisfied by the keener 
edge, better balance 


and greater weight of 
Crescent Blades. 

The budget benefits by 
savings of up to one-third 
made possible by 
Crescent Blades. 

TRY before you BUY. 
Send for free sample. 
Crescent Surgical Sales Co., Ini 
48-41 Van Dam Street 

Long Island City, New York 


Crescent 


surgical blades and handles 
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illustrated is the Carrom 
Kaleidoscope Grouping 





Why wood fumetoue ? 


—_— -—_ 


Only wood furniture has warm beauty combined 
with lasting durability. Wood is pleasant to touch, 
rich in appearance, easy to keep clean and pol 
ished. Wood takes heavy punishment. It is difficult 
to mar, scratch or dent and will outlast other 
materials many times over. Wood is beautiful 
Wood is economica 


Carrom Furniture is made of beautifully grained 
Select Northern Hard Birch, the finest and strong- 
est of woods. It is constructed in a manner that 
assures long, trouble-free service, even though 
subjected to extremely hard usage. And Carrom 
Furniture is finished with Enduro, a strong, hard, 
durable finish, which not only protects against 
scratches, burns and stains but also brings out 
warmth and beauty, adding new distinctive lustre. 
In Carrom you find the styling you want—tradi- 
tional or modern, standard or special. Make your 
choice of furniture Carrom Wood Furniture. Write 
today for our complete, illustrated catalog. 


CARROM INDUSTRIES, INC. 
Ludington, Michigan 
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a new lifesaving antibiotic 
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discovered by Abbott Laboratories 


SPONTIN 


(Ristocet Abb 


SPO 
Ana ¢ specially i ) dal taphy ococcal problems that resist 


apeutic points include 


SPONTIN comes as a sterile, lyophilized powder in vials representing 500 mg. 
of ristocetin A activity. While distribution is limited, vour emergeney needs will 


be hand ed bv vou! Abbott representat ve at the 


nearest Abbott branch. Literature Is av: le on request. bbott 
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standard equipment 


The CROUPETTE® is standard equipment in about 3,000 hospitals and 96 per 
cent of U. S. medical schools. First “cool vapor’? croup tent, the CROUPETTE 
consistently excels all others in comfort, convenience and safety. The fresh, 


moisture-saturated air is effectively cooled and oxygenated by exclusive CROUPETTE | ay | fr 
forced circulation. Aerosol or oxygen therapy may be easily administered. With / 


no moving parts, the CROUPETTE is as simple as it is safe and efficient. 





The/ Croup erre / a 


AIR -SHTELDS,, INC. J itarv0r0, Pa. OSborne 5-5200 





Cool-Vapor and Oxygen Tent By 





For information or orders, call us collect from any point in the U.S.A. 
The MODERN HOSPITAL 
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Service for the 
permit, become 
and its factory engines 
made by hospital mair 
easy-to-follow printed in 
pital trial purpose 
available 


init: will 
the re 


foot movement controlled separately, with 
positive movement up or down smoothly 


and safely. It eliminates the tiresome and 


The DOYLE POWER UNIT, a truly 
‘“‘natient-ready”’ product, makes possible for 
the first time HYDRAULICALLY 
OPERATED automatic hospital beds 
Klectrically-operated and mechanically- 
perfected, this touch-controlled ‘brain’ can | WHO MAKES IT? © 
be adapted to fit any standard hospital spring The DOYLE POWER UNIT is distributed 
by DOYLE HOSPITAL PRODUCTS CoO., 
WHAT fale) 4-} IT DO? only recently organized to help meet the 
need for automation in hospitals. The Detroit 
The DOYLE POWER UNIT enables Harvester Co., maker of this unit, has been 


atient or nurse to control and adjust the associated with the successful manufacturing 


time-consuming necessity of manually crank 


ing the bed 


hospital bed automatically by merely push and marketing of such allied power products 


ing a button. This results in both head and as convertible top assemblies for automobiles 





Association Convention 


UNIT quietly hummed 
what it could do in dc 
patient satisfaction. 


WHAT WILL IT DO FOR 


A recent American Hospital Association 
A study reveals that 66c out of every 
dollar the average hospital spends goes to 
labor costs. To quote Mr. William Caple of 
Parkview Memorial Hospital, Ft. Wayne, 
Indiana: “Our time studies indicated that 10 
full-time nurses would be required to give 200 
patients all of the bed adjustments that they 
would desire in a 24 hour period.’ The Doyle 
Power Unit makes it possible to return the 
cost of your initial investment for its services 
within a very short time. 


Because it is the first hydraulically- 
operated automatic bed, a mere touch of a 
button, and the patient can maneuver the bed 
into the desired position without having to 


GRACE HOSPITAL, DETROIT 


gh its paces, 
saved and in 





YOUR HOSPITAL? 


call a nurse. The DOYLE POWER UNIT 
is especially unique because it can be oper- 
ated from any position by left or right- 
handed patients. 


The need for automation in hospital serv- 
ices today is only too apparent. Over 60°, 
of our hospitals are planning a refurbishing 
program within the next 3 years. In the 
beginning perhaps only the better rooms in 
your hospital will have this Doyle hydraulic 
bed unit. We urge you to introduce a limited 
number of DOYLE POWER UNITS in 
your hospital on a trial basis. In this manner 
such hospitals as Detroit’s Henry Ford and 
Grace have proved to themselves the merit 


of the DOYLE POWER UNIT. 





HENRY FORD HOSPITAL, DETROIT 


These two Detroit hospitals have recently tested the Doyle Power Unit with great success. 


continued 





INSTALLATION and SERVICE 


eee for the unit will become the responsibility of Doyle 
and its factory engineers*. You will receive a one-year written 
guarantee on the operation of the unit. Installation may be easily 
made by your maintenance men with Doyle’s assembly instruction 
sheet. For trial purposes, factory installation is available. 


Doyle offers you this unit mechanically perfected, sold through 
selected surgical supply houses. In addition to their Power Unit, 
Doyle offers you the Doyle Spring with Power Unit Attached and 
the Doyle Spring separately. For more information and your 


dealer’s name, please write to: 


MR. ROBERT H. LEE 
GENERAL MANAGER 

DOYLE HOSPITAL PRODUCTS 
2760 W. WARREN 

DETROIT 8, MICHIGAN 
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have responded enthusiastically 
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to the introduction of the = 
DOYLE POWER UNIT. However, the 


unit is available only on their 





complete new beds. 
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SOLD ONLY THROUGH SELECTED 
SURGICAL SUPPLY HOUSE DEALERS 


: 


I 


*wherever conditions permit peel 





NOW...Vari-Hite beds with 
position comfort at your finger tips 


li’s here—a spring-motorized 
Simmons Vart-lite bed for yout pa- 
tients and your staff to enjoy. This 
tune-saving D-EL Power Unit controls 
every position C xcept bed hie relit and 
incline. And it costs only a little more 
than manually operated beds... 
quickly pays for itself in nurses’ time 


Save dl. 


SIMMONS COMPANY 
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JUST A PUSH OF A BUTTON 


ent. movable ele 
n—head 


Slight fing 


certain safety. 
ompletely sealed All 
Components are ¢ 
self-extinguishir 


Lf 
ther glass linin 


» COMp El 


ons Vari 


May we tell you and show you more soon? 


DISPLAY ROOMS: 

Chicago 54, Merchandise Mart ¢ New York 16, One Park Avenue 
Columbus 8, 1275 Kinnear Road @ San Francisco 11, 295 Bay St 
Atlanta 1, 353 Jones Ave., N.W. @ Dallas 9, 8600 Harry Hines Blvd. 
Los Angeles 22, 3217 S. Garfield Ave. 





NOW... STERILE 
WITHOUT GLASS 


revolutionary 


Saves 332% nurse time’ 


—no large, clumsy tubes to break, no reels to unwind...new 
nurses learn simple SURGILAR technic in minutes 


Gets broken glass out of the O. R.’ 


—no nicked sutures...no adhering glass slivers...no punctured 
gloves...no glass in laundry...nonirritating jar solution— 
all important contributions to better patient care 


9,000 
MORE THAN 14,500 HOSPITALS 
HAVE ALREADY SWITCHED TO SURGILAR 


Write for new product catalog 
SURGICAL PRODUCTS DIVISION. AMERICAN CYANAMID COMPANY, DANBURY. CONNECTICUT 


—aovava™ie > PRODUCERS OF DAVIS & GECK SUTURES 
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NEEDLE SUTURES 
HAZARDS! 


Dag SURGILAR 


Sterile Pack Surgical Gut 
3 ¢-Taleol-tgeM M_lalehdal- ATRAUMATIC® Needles 


Delivers stronger, more flexible sterile sutures' 


eliminates weak spots and kinks from tight reel winding...requires 
ess handling...can be easily opened as needed so suture does not 
dry out...needle points and cutting edges are better protected 


Cuts surgical costs’ 


fewer sutures damaged or opened unnecessarily...saves gloves 


res v5 
and linens...stores in “2 the space...now costs /ess than tubes. 


May 


“ne 
NEW! Spiral Wound Gut 
now available in SURGILAR pack! 


Stertte turgiem! Gur, US > 


Other outstanding hosp/ta/-tested suture packages 


SURGILOPE MEASUROLL 


Cotton and Stainless Steel 
tape-measure box one snip 

ple strands to desired 

saves waste saves 

time 2conomy size silk and 


cotton costs less than spools 
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NATIONAL CYLINDER GAS COMPANY 


840 North Michigan Avenue + Chicago 1], Illinois 


OFFICES IN 56 CITIES 
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that uses OXYGEN — 
Car appord piped CxYGeH 


A piped oxygen system soon pays for itself 
because it eliminates: 

1. Man-hours spent handling cylinders. 

2. Residual gas waste. 


3. Cost of purchase and repair of regulating 
equipment and cylinder trucks. 


A piped oxygen system gives you: 
1, 24-hour oxygen on tap. 
2. Better, safer patient care. 


3. Less noise and confusion in corridors, less clogging 
of elevators, by eliminating cylinder traffic. 


If your hospital does not yet have piped oxygen, 

we will gladly submit recommendations without cost 
or obligation to you. You can pipe an area as small 
as a nursery, or a single wing. Or you can install 
the complete system that allows you to administer 
inhalation therapy throughout your hospital 

with the greatest security, efficiency, and economy. 
To find out how easily it can be done, phone or 
write your nearest NCG office. 
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48° HP-UTW UN/T ——~. 
(UNDER - THE -WINOOW J 
250 CM 


EXHAUST 
ODUCT 








All-air high velocity units for hospital air conditioning 





nany hos- The All-Air High Velocity system of draftless air distribution offers many 
ecentatd da important advantages for hospital air conditioning. High velocity units. 
, —" used with smaller than conventional ducts. save space and money. They 
ne substantially reduce sheet metal required, can be installed faster, with less 


labor. Since there are no coils in All-Air HV units. clogging and odors are 


of archi- 


tectural designs. Diagrams and 
} } imin -d. The > ‘ntirel ocess he n : . 
hotographs show typical ap eliminated, They operate entirely with air proce ed in the lain equipment 


of straight line units room: no fans, filters or electric motors are needed with All-Air HV units. 


p 


e@ For latest data on All-Air High Velocity units, 
write on your business letterhead for new Selection Manual 50 to 
Anemostat Corporation of America, 10 E. 39 Street, New York 16, N. Y. 








FOR THE PATIENT WITH G.!. DYSFUNCTION 
ACCOMPANIED BY LATENT ANXIETY 


TWO-LEVEL CONTROL OF 
GASTROINTESTINAL DYSFUNCTION 


The tranquilizer Miltown reduces anxiety 
and tension.':*:°:’ Unlike barbiturates, men- 
tal and physical efficiency are not impaired. 


The anticholinergic tridihexethy! iodide re- 
duces hypermotility and hypersecretion. 
Unlike belladonna alkaloids, dry mouth or 
blurred vision are rarely produced.* * 


Peptic ulcer, spastic Miltown® (meprobamate Wallace 400 mg 


2-methyl-2-n |. iol dicarbamat 
and irritable colon, eso methyl-2-n-propyl-1,3-propanedio! dicarbamate , 
Tridihexethyl iodide 25 mg 


phageal spasm, G. I. (3-diethylamino-1-cyclohexyl-1-phenyl-1-propanol-ethiodide 
symptoms of anxiety 1 tablet t.i.d. at mealtime and 2 tablets at bedtime 
states Bottles of 50 scored tablets 


1. Altschul, A. and Billow, B.: The clinical use of meprobamate (Miltown New York J. Med 
57:2361, July 15, 1957. 2. Atwater, J. S.: The use of anticholinergic agents in peptic ulcer therapy. J. M. A 
Georgia 45:421, Oct. 1956. 3. Borrus, J. C.: Study of effect of Miltown (2-methyl-2-n-propyl-1,3-propanediol 
arbamate) on psychiatric states. J. A. M. A. 157:1596, April 30, 1955. 4. Cayer, D.: Prolonzed anticholinergic 
therapy of duodenal ulcer. Am. J. Digest. Dis. 1:301, July 1956. 5. Marquis, D. G. Kelly, E. L., Miller, J. G., 
Gerard, R. W., and Rapoport, A.: Experimental studies of behavioral effects of meprobamate on normal subjects 
Ann. New York Acad. Sc. 67:701, May 9, 1957. 6. Phillips, R. E.: Use of meprobamate (Miltown®) for the treat 
ment € nal disorders. Am. Pract. & Digest Treat. 7:1573, Oct. 1956. 7. Selling S.: A clinical study of 
w tranquilizing agent Clin. & Exper. Psychopath. 17:7, March 1956. 8. Wolf, S. and Wolff, H. G.: 

nction, Oxford University Press, New York, 1947 


WALLACE LABORATORIES New Brunswick, N. J. 
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ST. JOHN'S HOSPITAL, SPRINGFIELD, MISSOURI 





mannan 


“ciate i] fi) elevator 


THE MAKER” 


OTIS ELEVATOR COMPANY « 260 ELEVENTH AVENUE «+ NEW YORK 1, N.Y. 


24 The MODERN HOSPITAL 





JOE THURMAN 
Chief Engineer 


maintenance 


S IN 297 CITIES ACROSS THE UNITED STATES AND CANADA 
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BETTER OXYGEN THERAPY AT LOWER COST 
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...With LINDE’S help 


talking to all those concerned with oxvgen therapy. the 





Here are some of the benefits realized by 

one hospital in just a few months:— 

@ Oxygen consumption reduced 5% though 
number of patients treated increased 25% 

® Quality of oxygen therapy improved 

@ Safety hazards eliminated 

@ Oxygen waste greatly reduced 

@ Over-all costs reduced 


@® Oxygen therapy department's income 
increased 31% during first 3 months 











HOW WAS THIS BROUGHT ABOUT? 


W hen the administrator of the Latter Day Saints Hospi- 
tal, Salt Lake City, Utah, noticed his cost of administer- 
ing oxvegen rising. he decided to investigate the cause 
for the increase. A local LINDE representative was called 
in to discuss the hespital’s oxygen problem. He arranged 
for an expert LINDE consultant to make a complete 
study of the conditions under which oxvgen was being 
administered. 

After observing current practices in the hospital and 


consultant submitted a comprehensive report, with ree- 
ommendations for improving the effectiveness and effi- 
ciency of the treatments. In this instance the consultant 
advised the establishment of an oxygen therapy depart- 
ment manned by full-time personnel. As the hospital 
put these recommendations into effect. the local LINDE 
representative helped with each step of the program. 

Perhaps LINDE can help you reduce your oxveen 
administering costs, Just write or call the LINDE office 
nearest you. LINDE COMPANY, Division of Union Car- 
hide Corporation, 30 East 42nd Street, New York 17, 
\. Y. Offices in other principal cities. /n Canada: Linde 


Company. Division of Union Carbide Canada Limited. 


inde 


The terms “Linde” and “Union Carbide” are 


eT ite]. 
feF Nd =j ie) 5 


TRADE MARK 


registered trade-marks of Lnion Carbide ¢ orporation, 
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AN INVITATION 
TO COMPARE McKESSON’S 
NEW, COMPLETE LINE OF 


HYPODERMIC 
SYRINGES AND 
NEEDLES 


Compare them, price for price, quality for quality, 
with any other premium syringes 


No matter what hypodermic syringes and needles you are now 
using, we invite you to compare. Quality for quality—price 
for price 

Consistent Superior Quality . . . Exacting high inspection 
standards of raw materials and during production insures sur- 
passing of government specifications at all times. 

Special Service! Available locally through 78 McKesson 
warehouses completely stocked from coast to coast, you have 
almost instantaneous service in emergencies. 

New Savings! ...On your bookkeeping and delivery costs 
when you order from one source, with one set of bills, from 
the nearby local McKesson house now serving you in many 


other ways. 





Barrel markings and dosage line on plunger are indelibly embedded 
into the glass. Syringes can be autoclaved indefinitely. 

Mckesson’s hypodermic syringes have all graduations in red for 
highest visibility. 

Interchangeable plungers fit perfectly into any McKesson syringe of 
the same size. Replacements may be ordered separately. 

Stainless steel needles: tough, strong and highly corrosion-resistant. 
Each point is carefully hand-finished and honed. The McKesson 
needle, which comes with long or short bevel, fits all Luer-tapered 


syringe tips 





COMPARE! Now that you have the facts, see for yourself ! Arrange 
today for a trial supply with your local McKesson representative. 
Or write! 


HOSPITAL DEPARTMENT, 


McKesson & Robbins, Inc. 
155 E. 44th St. 
New York 17, N.Y. 


Serving America’s Hospitals “Sex 


BETTER...sy MCKESSON 


27 











/ 


‘ors 


Crane ‘“*Mayo” Scrub-up Sink of Duraclay was designed in collaboration with do 


and hospital authorities at Mayo Clinic. Permits scrubbing up to the shoulder without touch 
ing unsterile parts of fixtures. Sink shown ts installed in latest St. Mary’s Hospital addition 
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The 


Preferred 
Plumbing 


- before buying large hospital fixtures 


Vol. 


1. Do they resist thermal shock? In 1939. 
Crane developed Duraclay—an all-ceramic 
material — for use in large fixtures subjected to 
sudden, extreme temperature changes (thermal 
Duraclay easily withstands scalding 
with- 


shor k 
heat one minute and icy cold the next 


out cracking or crazing. 


2. Are they specially made for hospital use? 
Duraclay fixtures have been specially designed 
for hospital use with the aid of doctors and 


hospital experts. 


3. Are they easy to clean? Duraclay has a 
heavy vitreous glazed surface with all the 
easy-to-clean characteristics of the finest 


china dinnerware. 

4. Do they resist staining and marking? 
Duraclay’s hard glazed surface resists stain- 
ing, pitting, or corroding from medicines and 
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acids. Foreign deposits left on the surface of 
Duraclay can readily be cleaned, hours later, 
without any impairment to its gleaming white 
surface. 

Why not test Duraclay’s ability to take 
hard knocks right in your own hospital? Just 
ask your architect to include Crane Duraclay 
in your new or modernization plans. It’s the 
surest way to get the most for your money in 
large hospital fixtures. 


CRANE CO. 836 S. Michigan Avenue, Chicago 5 


VALVES - FITTINGS - PIPE - PLUMBING « KITCHENS HEATING - AIR CONDITIONING 





St. Mary's Hospital, serving the Mayo 
Clinic, Rochester, Minnesota. Crane 
Duraclay fixtures were selected for the 
two additions to original building (center). 
First Duraclay installation was in 1939 
addition (at right). New Duraclay instal- 
lation went in addition just completed (at 
left). Contractors and Architects for the 
new addition were — General Contractor: 
McCarthy Bros., St. Louis, Mo.; Plumb- 
ing and Heating Contractor: W. J. 
Hankee Co., St. Paul, Minn.; 
Architects: Maguolo & Quick, 
St. Louis, Mo., and R. V. 
McCann, Minneapolis, Minn. 














\EW \| VITRO é 0) / 2 a General Electric therapy unit 
Wu WAL | 1 step with your progress 











— 
Half-value layers from 


25 mm AI to 4.0 mm Cu 














® NEW HIGH RATING 


® NEW DIAL-THE-TECHNIC CON 


TROI Set 
f I 


® NEW UNIVERSAL TUBEF-HEAD 
MOVEMENT 


® NEW POSITIONING ACCURACY 


®@ NEW VISUAL LOCALIZER 


®@ NEW PROVISION FOR ROTA 
dernigis dvevanaputbll 


Electric Company, Milwaukee 1, Wisconsin, Roon 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 
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CLI N i CAL experience in the 


treatment of respiratory tract infections with 


of patients with 
respiratory 
infections 
treated with 
Signemycint! 


patients showed 
an excellent 


or good response 


patients had 

fair response 
patients hada 
poor response 


toleration Wu patients had 


and with _ 
outstanding 4 
safety and #@ 


no side effects 


Increasing use of Signemycin V and other Signemycin formulations has con- 
erg igediaone firmed the value of this agent in the armamentarium of the physician treating 
lin, Therapy 4 ( antibiotic-susceptible infections, particularly those seen at home or in office 

and Maley, M. C itibi- _ . ; 
ane Bsa Vork. Medical E,. Where susceptibility testing may not be practicable and where _~ 
ey 57, p. 51. Winton, S. S., ar immediate institution of the most broadly effective therapy is Pfizer: 
Chesrov p. 5 LaCaille, R. A., weeccary 
Prigot, / id., ig necessary. a 
World leader in antibiotic development and production 


*Trademark . . > . . ’ r 
PFIZER LABORATORIES, Division, Chas. Pfizer & Co., Inc., Brooklyn 6, N. Y. 


*Trademark, oleandomycin tetracycline 
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Patient care... 
or paperwork... 


how does your dollar divide? 


Often the promise of more and bet- 
ter patient care lies in the savings 
to be made on non-patient services. 
Today, how much of your precious 
budget dollar is needlessly being 
spent on a multitude of clerical serv- 
ices that could be handled automati- 
cally, economically — with IBM 
punched cards? 

From patient billing to payroll, from 


medical records to materials contro] 


32 


... moving swiftly from task to task, 
flexible IBM equipment serves every 
one of your 15 basic accounting and 
record-keeping services. 

As a result, you cut the price tag 
markedly on clerical and business 
services . . . you develop less costly 
procedures . . . increase accounting 
efficiency ... make your administra- 
tion problems fewer and simpler. 


Learn how a basic IBM installation 


can help you apply more of your 
budget dollar to vital patient serv- 
ices. Just call your local IBM repre- 
sentative or write to: HOSPITAL 
DEPARTMENT A537, International 
Business Machines Corporation, 590 


Madison Avenue, New York 22, N. Y. 





DATA 
PROCESSING 


DATA PROCESSING + ELECTRIC TYPEWRITERS 
TIME EQUIPMENT * MILITARY PRODUCTS 
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Room Grouping in Teakwood Grain Farlite 


Another New Private 
(designed by Raymond Loewy ) 


Here is another beautiful private room featuring the new Hill-Rom 
No. 8500 Grouping designed by Raymond Loewy and finished in No. 
85 Teakwood Grain Farlite. The bed, beside cabinet and straight chair 
all share in the beauty and utility of this high pressure laminated plas- 


tic, combined with Satin Stainless and Loewy Charcoal. 


As in all Hill-Rom designs, every item in this grouping has been 
scaled down to appropriate size for today’s small hospital rooms. No 
longer is it necessary to crowd these small rooms with furniture designed 
for the larger rooms of several years ago—another “Hill-Rom First.”’ 


Included in the above room scene are: No Lamp. This furniture is ample for a room 
85-65 All-Electric (Push-Button control) Hi with : 


low Bed No. 8503 Bedside Cabinet: No space 1s required, we offer No. 8526 Chest 
85-614 Overbed Table; No. 8507 Straight 
No. 8508 Arm Chair, and No. 306 


1 built-in wardrobe dresser. If drawer 


Desk. Catalog picturing and describing all of 


Chair these items will be sent on request 


HILL-ROM COMPANY, INC. BATESVILLE, INDIANA 





any height...any spring position 
at the touch of a button... 


by either patient or nurse 


Nill om 


Perfected Screening with the all-electric “PUSH-BUTTON" Hilow 


for 
b a 
@ Ease of Installation y ‘00 
@ Smooth, Quiet Operation 


@ Minimum Maintenance Worries @ This new Hill-Rom Hilow Bed is designed so that operation of the hilow 
feature and adjustment of the backrest and knee rest may be handled by 
hined nylon roller . ! either patient or nurse. Push button controls for patient use are located on 
merveten * : the patient’s right in the seat section of the spring. F« he patient who 
must remain in a certain prescribed position, the bed may be placed in that 
position ind the patient control witehe then rendered inoperative All 

ire mechanically interlocked —no two push buttons can be operated 


same time 


Maximum convenience for 
the nurse, maximum comfort 
and safety for the patient 

rt hil 


edure Man 


N OW ready . ..Procedure Manual No. 3—"‘Hilow Beds" 


Close-up of the exclusive +" by Alice L. Price, R.N., M.A., Nurse Consultant for Hill-Rom, and author of 
Hill-Rom Two-Stage Corner three leading textbooks on nursing, also P.M. No. |, ‘Safety Sides—A New 
Safety Measure” and P.M. No. 2, “The Recovery Bed, Labor Bed, Special 


Write for illustrated literature : 
Therapy Bed Copies of any of these manuals for student nurses and 


on Hill-Rom Perfected Screening 


graduate nurse staff will be sent on request. Address: Miss Alice L. Price, 





Hill-Rom Co., Inc., Batesville, Indiana. 


HILL-ROM COMPANY, INC., BATESVILLE, INDIANA 





Whenever tetracycline therapy 
is indicated — 
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NOW. . .for the first time in tetracycline history! 


significant 


letrex 


TETRACYCLINE PHOSPHATE COMPLEX 








‘nal 
os! 








24-hour blood levels 


on a SINGLE intramuscular dose, 
in minimal injection volume 


[his achievement is made possible by the unique solubility of TETREX (tetracycline 
phosphate complex ), which permits more antibiotic to be incorporated in less volume 
of diluent. Clinical studies have shown that injections are well tolerated, with no more 


pain on injection than with previous, less concentrated formulations 


TeTREX Intramuscular ‘250° can be reconstituted for injection by adding 1.6 cc. of 
sterile distilled water or normal saline, to make a total injection volume of 2.0 cc. 
When the entire 250 mg. are to be injected, and minimal volume is desired, as little as 
1.0 cc. of diluent need be used. (Full instructions for administration and dosage for 


adults and children, accompany packaged vial. ) 


Each one-dose vial of TETREX Intramuscular ‘250’ contains: 

TETREX (tetracycline phosphate complex) (tetracycline HCI activity) 

Xylocaine* hydrochloride 

plus ascorbic acid 300 mg. and magnesium chloride 46 mg. as buffering agents 
* of Astra Pharm. Prod 

SUPPLY: Single-dose vials containing TETREX — tetracycline phosphate complex — each 


equivalent to 250 mg. tetracycline HCI activity. Also available in 100-mg. single-dose vials. 


INTRAMUSCULAR 250’ 
WITH XYLOCAINE 


BRISTOL LABORATORIES INC., SYRACUSE, NEW YORK 





aaa clinical consideration recommends 


‘Lletrex 


THE ORIGINAL TETRACYCLINE PHOSPHATE COMPLEX 


la faster, more certain control of infection 
A single, pure drug (not a mixture) 
High tetracycline blood levels 
Clinically ‘“‘sodium-free”’ 
Equally effective, b.i.d. or q.i.d. 


Exceptionally free from adverse reactions 





Dosage forms for every therapeutic need 
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ZA 
ERE IS NO OTHER 


Heating Method 
that offers so much 


= = 
The 
BURGESS-MANNING 


Radiant Acoustical 
Ceiling 


The Only Completely Integrated 
Radiant Heating, Cooling and 
Acoustical Ceiling 


True Radiant Heat is proved to be closest to the 
ideal, the more technically correct method, of 
any known means of heating for human comfort. 
Now, Burgess-Manning has made it possible and 
practical for use in hospital buildings. 

The Burgess-Manning Radiant Acoustical Ceil- 
ing provides not only highly efficient and health- 
ful radiant heating, but, where desired, Radiant 
Cooling as well, plus a most efficient acoustical 
control 

With the heating element in the ceiling, all 
floor space is useful—no costly space occupied by 
old style radiators or heat distributing devices. 
Radiant heating is the cleanest method known— 
it eases maintenance problems and saves main- 
tenance costs 


Write for Burgess-Manning Catalog 138-2M 
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But the greatest advantage that Burgess-Man- 
ning Radiant Acoustical Ceilings bring to hospital 
buildings is the healthier, more comfortable at- 
mosphere it brings to your patients! 


Remember 


Your Building is Better 
Your Building Budget No Bigger 


SEE OUR CATALOG 


IN SWEETS 
ARCHITECTURAL 
FILE 

= 


OF WRITE FOR COPY 


BURGESS-MANNING COMPANY 


Architectural Products Division 


5970 Northwest Highway, Chicago 31, Ill. 











“i guarantee Thurmaduke Waterless Food Warmers 


require less time and work to operate and to clean” 


says M. P. Duke, President, Duke Manufacturing Co. 


it's costing you extra 


It’s 


If you're using any water-type food warmer, 
money to operate and extra time to clean a messy water pan 
unsanitary, too. The water pan frequently breeds dangerous bacteria 
You can cut your labor costs and speed up service with a beautiful, 
modern Thurmaduke Waterless Food Warmer. 


Thurmaduke uses no water and is completely sanitary. Special die- 
formed metal construction makes Thurmaduke easy to clean. Time 
trials prove that it takes just a few minutes to wipe Thurmaduke 
completely clean. Thurmaduke makes it easy to comply with any 
local sanitation ordinances. Less pre-heat time, too, eliminates delay 


and saves time 


Don’t buy any food warming equipment until you have made a 
feature comparison with Thurmaduke. I personally guarantee the 
complete line of Thurmaduke Food Warmers to have more quality 
features than any other made. Write me for complete information on 


34 


Thurmaduke Food Warmers, Standard Sectional Cafeteria Counters, 
and a free Feature Comparison Chart. Meanwhile, your nearby 
Thurmaduke dealer will be happy to show you how Thurmaduke 


Waterless Food Warmers save time and work 
gee y 


PResiOENT 


THURMADUKE 


DUKE MANUFACTURING CO. * DEPT. No. 11212, ST. LOUIS 6, MO 
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Give them the ketchup they 
prefer at home—HEINZ 


Little things are important to a patient. A single item of food 
can make or spoil a meal especially when it’s an item that makes 
other foods taste better. Such an item is Heinz Ketchup. The odds 
are that your patients use Heinz Ketchup at home. They’re accus- 
tomed to the flavor. They like it. And on their hospital tray, it is 
one of the little touches that will make a big difference in the 
impression the patient carries away. Order Heinz Ketchup on 


your Heinz Man’s next call. 


—, 


‘ 5 —_ / L< wv 
\¢ 4 / | >. 4. 
\ j 
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THE MARK OF ADVANCED ASEPTIC ROUTINE 


S ampaine 


STERILIZERS 


Handle more loads more efficiently ...and in less staff time, with 


Shampaine Electric's fully-automatic Steracyclic” controlled sterilizers. 


E LANG AR 


Instruments Solutions 
Water Supplies 
Utensils Bedpans 
Flasks Lab Work 
Dressings Bedding 
Write Now For Details—Planning Data Yours Free on Request 


A.S.M.E. Code Design 
Underwriters’ Laboratory 
Listed 


SHAMPAINE ELECTRIC CO., INC. 


50 Webster Ave. * New Rochelle, N. Y. 
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SHAMPAINE 
BUILDS 
YEARS OF 
EXPERIENCE 
INTO YOUR 
HOSPITAL ANB 
W\s{0)=7-Vie)-04 
CASEWORK 


Your storage and work- 
space requirements are 
familiar to Shampaine... 
specialists in custom-built 
hospital and laboratory 
casework for 25 years. 


Let us help you with re- 
modeling or equipping a 
new installation. Our fac- 
tory trained representa- 
tive will contact you. Our 
planning department will 
provide layouts and cost 
estimates. No obligation. 


ie 
| 


fan 


SHAMPAINE 


Enameled or stainless 


steel cabinets — Va 
choice of work 
surface materials. 


World's finest hospital and laboratory casework 


yA 1920 S. JEFFERSON, ST. LOUIS, MO. 
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Literature and clinical supply 
on request 


AZOTREX is the only 
urinary anti-infective 
agent combining 
(1) the broad-s; 
antibiotic efficien 
TETREX 


tetracycline 


the 


comft 


vide: 





This unique formulation 
assures faster and more 


certain control of urinary 


tract infections, by provid 


mprehensive effec 
tiveness against whatever 
ensitive organisms may 
Indicated in 


ystitis, 





For 
Exacting 


Hands... 


“f cultless- 


EPIDERM 
SURGEON'S 
GLOVES 


Comfortable to wear even 








during the most intricate 
surgery. Longlasting, 
Faultless surgeon’s 
gloves are made of the 
finest latex known to the 
rubber industry. They 
endure repeated sterili- 
zation without loss 
of tensile strength. 
Constant laboratory testing indicates they 


actually exceed U. S. Government 


specifications (ZZ-6-421a). Color banded or 


color stamped for easy sorting by size. 
Sizes 61% to 10 in white or brown at 


your surgical dealer or write... 


HE F 5 3ER CO., ASHLAND, OHIO 
EXCLUSIV 7 PRES TIVE: Homer Higgs Associates, Inc. 
a h Avenue, New York 16, New York 
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J. MELVIN FREED COMPANY 


THIS HANDY DISPENSER 
TYPE CONTAINER... 


Keeps micro-slides in compact 
vertical position always! 


Avoids fingermarks on slide 


surfaces! 


Makes them easier to handle! 


push tabs in 
and slides 
Stand-Rite .., 


The Freed Company follows up its development and full scale production of pre-cleaned 
micro-slides of May 1955, with the creation of a proper dispenser type container — the 


Stand-Rite Box — to insure maximum cleanliness and ease of handling of these slides. 


$ 


MAKERS OF HIGHEST QUALITY LABORATORY MATERIALS SINCE 1920 


Products Sold Only Through Laboratory and Hospital Supply Dealers 
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mcrease ofice eficiency—with a 
JOHNS-MANVILLE ACOUSTICAL CEILING 


Uncontrolled noise is recognized to- 
day as a serious handicap to produc- 
tive efficiency. 

Johns-Manville acoustical units 
absorb up to 85 per cent of the room 
noise that strikes them. The result is 
comfortable, pleasant and quiet sur- 
roundings. Efficiency increases and 
there is a general reduction in errors, 


less tension, less fatigue—even where 


employees work in relatively small 
areas. 

Ceilings of J-M acoustical units are 
attractive as well as decorative. Their 
smootn, white surface provides a 
high degree of light reflection. J-M 
acoustical ceiling units are easily 
incorporated with both modern 
and conventional techniques in 


ceiling lighting. 


JOHNS-MAN ' 


For further information call your 
nearest Johns-Manville office or 
send for a free copy of booklet 
“Sound Control.” Write Johns 
Manville, Box 158, 

New York 16, N.Y. 

In Canada, write 

565 Lakeshore 

Road East, Port 

Credit, Ontario. 


JM JOHNS-MANVILLE 
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America’s Finest 


ay 
Their/Ice Needs 


TYPICAL INSTALLATIONS 


Watts Hospital, Durham, N. C. 
The Good Samaritan Hospital, West Palm Beach, Fla. 
Rochester General Hospital, Rochester, N. Y. 
Norton Memorial Hospital, Louisville, Ky. 
Grace Hospital, Detroit, Mich 
Oak Ridge Hospital, Oak Ridge, Tenn. 
Bronx Hospital, Bronx, N. Y 
Vanderbilt University Hospital, Nashville, Tenn. 
City Hospital of Akron, Akron, Ohio 
Kentucky Baptist Hospital, Louisville, Ky. 
| Indiana State Sanatorium, Rockville, Ind. 
Twe 2000 pound copocity Tube-tce nits U. S. Naval Hospital, San Diego, Calif. 
producing cylinder ice and crushed ice. Memorial Hospital, Mattoon, III. 
Municipal Hospital, San Juan, P. R. 


AUTOMATIC 


= |ube-lce Machine 


> Finest Ice-Making Unit Ev Ma 
HENRY VOGT MACHINE CO., P. 0. BOX 1918, LOUISVILLE 1, KY. 


SALES OFFICES: NEW YORK, PHILADELPHIA, CLEVELAND, CHICAGO, ST. LOUIS, 
3 Equipmen CHARLESTON, W. VA., CINCINNATI, DALLAS 
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B.F.Goodrich develops 
new surgical glove 
that reduces hand 

fatigue, fits comfortably 

without binding 


Have this test made 


"Surgiderm”’ is first glove to have ideal 
Cc ; Cc me : 
combination of comfort, sensitivity, strength 


A new rubber glove, ju 
B.F.Goodrich, is so n 


le than other 


foesn ¢ Dind the hand estrice the More sensitive touch 


freedom of the fingers 
is SO oDVIOUS YOu Can 


y putting this new B.F.Goodrich 
Surgiderm”™ glove on one hand a fingers. Its 
omparing it with any other glov chit nd uniformly thin—no heavy 
yur other hand the ingerups., 


It's the use of a newly-developed 
ber compound that makes possible Stronger, longer lasting 


for the first ttme—this ideal combi- 
Des; ite 1tS SOTtNESS an thinness, this 


nation of comfort, sensitivity, and 
B.F.Goodrich glove is strong to start 

strength in one glove. } 
with and stays strong even after many 


wes sterilizations. It is 46% stronger than a 
Less tiring to the hands 
Drown cement type glove Defore use, B EG d e h 
Comparison tests prove that the B.F 67% stronger after ten sterilizations eke 0o ric 


Goodrich “Surgiderm"™ glove is 30 to What's more, it keeps its elasticity, can 





O per cent softer than any regular rut be stored for months with no danger 


ber surgeons’ glove, including the of deterioration SURGEONS’ GLOVES 
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Specify: 


ANSCO 


Model M-E:- 


RECTANGULAR 
STERILIZER 


Features: 


> M. E. construction . .. Monel 
End Ring welded to nickel clad 
interior for complete armor 


ogainst rust or corrosion. 


g 


> Improved external appear- 


ance — easier to keep clean. 


D Unitized Control Panel incor- | we Model M.E. Sterilizers meet the modern need 


porates Indicating-Recording- - on : r. 
Casatiies Qulianalin for large capacity steam sterilization of everything from 


es — - surgical and obstetrical packs to treatment trays or flasked 
mproved door hinge simplifies 
solutions. They have many specific features which make 


closing. 
them easier, faster and more comfortable to use and less 
> Cyclomatic Control assures 

correct sterilization cycle with costly to maintain. 
minimum 9perato time and . . - 

oe ee ; But the truly exclusive feature of the American M. E. is 
attention. 

the integrity of design and manufacture which is summed up 


> Vacuum drying keeps work , , P fon si 
Pa AE We Pee in the phrase “made by American Sterilizer.” Only from 
that priceless ingredient can you derive the ultimate in 


» Solution exhaust valve speeds 


cooling of flasked fluids. convenience, efficiency and lasting economy. 


> Exclusive steam-lock door as- . Sd 


Write for Bulletin SC-305 


AMERICAN 


STERILIZER Offices in 14 Principal Cities 


ERIE* PENNSYLVANIA 


sures complete safety. 
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Beautiful |) bears up... 


—_ 


when hospital traffic bears down 


* Bolta-Floor homogeneous viny! floor tile is being specified 
by more and more hospitals. In busy reception areas, 
corridors and patients’ rooms, Bolta-Floor offers appealing 


beauty, longer wear plus easier low cost maintenance 


Resilient Bolta-Floor bounces back from abuse. . . cushions 
the noise of footsteps and wheeled equipment. Its lustrous 
non-porous surface resists scuffs, dirt, and stains. . . is 
easily freshened. In roll widths Bolta-Floor is ideal for 
wainscoting as well. For the name of your nearest 


Bolta-Floor distributor, write: 


THE GENERAL TIRE & RUBBER COMPANY 
Akron, Ohio PLASTICS 


Tre General 


Flooring Division ° 


& Rubber Compa 
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Accounting Speed-Up 
Question: Every month, | submit a 
statement at our board of trustees’ 
meeting, showing where we stand in 
relation to the budget, on both the 
income and expense sides, in all our 
major departments. Our trustees’ meet- 
ing is usually held around the 15th of 
the month, and, since it is then too 
early to have figures for the previous 
month, the figures we submit and dis- 
cuss each month are for the preceding 
month—that is, at our December meet- 
ing, we will be reviewing October fig- 
ures. One of our board members claims 
this is too late to be useful, but our 
accountant says it is impossible to have 
the operating figures for the immedi- 
ately preceding month by the 15th 
What is the usual practice?—T.N.S., Neb 


ANSWEI The 


Gas Sterilization 


Question: Is gas sterilization suitable 
for use in the hospital?—S.U., Ill 


ANSWER 


Sterilization 


nm many facto 


particul: abl 
Ethylene 

proport 
ice Of 


1ONnS 


certain metallic catalysts Its 
se should certainly be cleared with the 
insurance company covering the estab 
lishment 

Properly designed equipment with 
accompanying safety devices should be 
ised, subject to the advice of capable 
engineers with experience in this field 

Sterilization of any parts or mate 


rials should be studied as individual 


units. Many factors affect the efficiency 
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Are There Enough Employes? 

Quesiion: Hospital articles and pub- 
licity keep asserting that the modern 
should have two employes 
per bed. In our 50 bed hospital, we 
have only 51 full-time employes, yet 
our services are fully staffed. What is 
the discrepancy?—J.B., Mich 


hospital 


ANSWER: TI 


Emergency Trend 

Question: We are planning some 
plant expansion and alteration, and 
there is a division of opinion as to the 
need for expanding our emergency de- 
partment. Some of the doctors say the 
trend is toward greater use of hospital 
emergency rooms; others claim the op- 
posite is true. Which is correct?—O.1.T., 
Ariz. 


ANSWER 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; A. A. Aita, San Antonio 


Community Hospital, Upland, 


Calif., Pearl Fisher, Thayer Hos- 
Waterville, and 


pital, Maine, 


others. 











ds must be studied care 


future needs. In 


nining 
increasing number of 
established outpatient 


} 


es in combination with 


11 
POSSIDIyY this 1S 


Referrals 

Question: We are in a community 
that has been growing rapidly in both 
industrial and residential population, 
with the result that many newcomers 
call the hospital and ask us to recom- 
mend a doctor. Is it proper for us to 
make such a recommendation? If we 
recommend a particular doctor in such 
a situation, what will other doctors on 
our staff think?—W.5.S., La 


ANSWER 


systematized 
inderstanding 
uld 


ne method of 


be pt )S- 


with 


taf 


conference 


Drug Prices 

Question: We have a part-time phar- 
macist who also has some purchasing 
and personnel duties in our 45 bed 
hospital. We are getting some com- 
plaints from patients and doctors about 
drug prices, but our pharmacist tells 
us that income from the pharmacy, 
which averages a little more than $4 
per patient day, is not out of line. Is 
this right?—J.W., Ind. 


ANSWER The 


line with pharmacy income per patient 


nygure 


given is in 


lay in most hospitals of this size 


However, continuing complaints from 
patients and doctors about drug prices 


must be given serious consideration; 
if a study of pharmacy costs shows the 
existing price structure is producing 
modest profit on the 


more than a 


operations of the department, it may 
be wise to reduce charges here and, if 
the income is needed, raise the charge 
for room and board, where losses are 


commonly sustained 





“This stuff makes our floors 
look like a million bucks!” 


Not only that, Holcomb customers say WATER- 
PROOF WAX saves them plenty of bucks, too. 

Holcomb WATER-PROOF lasts 2 to 5 times as 
long as ordinary waxes. Even if it lasted only 
twice as long, figure it this way: 

Most companies pay for about 110 man- 
hours of work (sweeping, mopping, scrubbing, 
waxing, buffing) per drum of wax used. Say 
you ordinarily used four drums of wax a year 
with WATER-PROOF you'll need only two. That 
saves 220 man-hours, or, at-a reasonable hourly 
rate, somewhere between $350 and $500 per 


year on waxing labor costs alone! 


. |. HOLCOMB MFG. CO., INC. 


1601 BARTH AVENUE 


And since you only wax half as often with 
WATER-PROOF, you'll cut wax consumption in 
half. Actually, you’ll make money . . . for you're 
saving more per year than you'd spend on 
WATER-PROOF. To cut your maintenance 
costs, ask your Holcombman about Holcomb 


WATER-PROOF WAX. 


HOLCOMB 
SCIENTIFIC CLEANING, 
MATERIALS ‘ 


/ 
/ 


INDIANAPOLIS, INDIANA 


Toronto 


Hackensack + Dallas - Los Angeles - 
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Brighten cheerless surroundings and 
banish gloom for youthful patients with 


Pittsburgh COLOR DYNAMICS 


15 
ada 














.ccording to principles of Pittsburgh’s 


ospital executives today recognize 
the very real therapeutic value vstem of COLOR DYNAMICS 
when ilo sed for functional as 


@ This modern painting system is not 
guide. It 


itive purposes. Patients 


. : decorating 
ire benefited by the 


interior 
of the 


’ just an 
employ 


look 
exert " 
who dreds 


biel makes use knowledge of human 
colors which not only 


tive but al actuals reactions to color. Experience in hun 


neficial influence on the people ot hospitals has proved that its 


e with them use he Ips patients to speedier recovery 


ind hospital staffs to greater efficiency 


@ By the use of COLOR DYNAMICS, 


given color 


@ This fact accounts for the great in 


ise in the number of hospitals and 


ums which have been painted patients’ rooms have been 


We'll Make a Planned Color Study for You — FREE! 


of COLOR CYNAMICS and how to use it in hospitals, send 
Better still, 
specifications, 


@ Fora 
for our free profusely illustrated book we'll make a comprehensive color plan 
for your institution, detailed cost or obligation. Call your 
nearest Pittsburgh Plate Glass Company branch and have one of our representatives 


see you at your convenience. Or send this coupon. 
S URGH i 
i? PLASTICS « FIBER GLASS 


GLASS « CHEMICALS « 
2s ee oe ae ae oe Sie ae, ae ce | 


complete ex planation 


with without 


PAINTS ¢ BRUSHES « 


at BB 





iil 


Ii 


plans that contribute to convalescence 
Use ot proper colors in operating rooms 
fatigue and nervous tension 
Nurses’ stations are 
painted to improve alertness. Comfort 
and morale of resident staffs are en- 
hanced by more cheerful surroundings. 


relieves eye 


among surgeons 


use COLOR DYNAMICS 
to help make your hospital a warmer, 
friendlier and brighter place—at no 
greater cost than is required for normal 
maintenance painting? 


Send For This FREE Book 


@ Why not 


Pittsburgh Plate Glass Co., 
Paint Div., Dept. MH-127 
Pittsburgh 22, Pa 
Please send me 
o FREE copy of 
“Color Dynamics.” 
Please have your rep 
resentative call for a Color 
Dynamics Survey of our 
properties without obligation on our part 


Nome 
Street 


City 


$s. $ 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 





THE VAST MAJORITY OF THE NATION’S FINE BUILDINGS ARE SLOAN EQUIPPED 
nie , Cae 


* 


FAULKNER, KINGSBURY 
& STENHOUSE 
architects 
MAURICE s. MAY 
issoctate architect 
WILBERDING CO... INC. 
mechantcal engineer 
CHAS. H. TOMPRINS 
ven ral contractor 
NORAIR ENGINEERING CORP 
plumbing contractor 
PHOS. SOMERVILLE CO. 
plumbing wholesaler 


Providence Hospital & Nurses’ Home 
WASHINGTON, D.C. 
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tion of each day \ = 


1 founbedir 
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igh standards 
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Ol SLOAN Flush VALVES tor 
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SLOAN VALVES = 


FAMOUS FOR EFFICIENCY, DURABILITY, ECONOMY x 
W 
SLOAN VALVE COMPANY * CHICAGO * ILLINOIS ———; 
spoan fet-O- Matic sHower HEAD. which os 
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tter shower he 


Write for completely descriptive folder 





Brighten cheerless surroundings and 
banish gloom for youthful patients with 


Pi lsburgh COLOR DYNAMICS 
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ospital executives today recognize according to principles of Pittsburgh's plans that contribute to convalescence. 
tl very real therapeutic value system of COLOR DYNAMICS Use of proper colors in operating rooms 
’ | 23 
is used for functional as . — relieves eye fatigue and nervous tension 
@ This modern painting system is not ; ; 
tive purposes. Patients i 9 SY among surgeons. Nurses’ stations are 


S ' To , ter - reat og » t " » 
ire benefited by the employ just an interior decorating guide. | painted to improve alertness. Comfort 


only look makes use of the knowledge of human ind morale of resident staffs are en 

lily exert a reactions to color. Experience in hun hanced by more cheerful surroundings. 
flu on the peopl who dreds of hospitals has proved that its 

them use helps patients to speedier recovery @ Why not use COLOR DYNAMICS 

ind hospital staffs to greater efficiency to help make your hospital a warmer, 

@ This fact accounts for the great in friendlier and brighter place—at no 

he number of hospitals and @ By the use of COLOR DYNAMICS, greater cost than is required for normal 


which have been painted patients’ rooms have been given color maintenance painting? 


Send For This FREE Book 


We'll Make a Planned Color Study for You — FREE! 
Pittsburgh Plate Glass Co., 
Paint Div., Dept. MH-127 


complete explanation of COLOR DYNAMICS and how to use it in hospitals, send Pittsburgh 22, Pa 


r free profusely illustrated book. Better still, we'll make a comprehensive color plan Please send me 
a FREE copy of 


for your institution, with detailed specifications, without cost or obligation. Call your io a 
Color Dynamics 


nearest Pittsburgh Plate Glass Company branch and have one of our representatives anak dace seared 
see you at your convenience. Or send this coupon. resentative call for a Color 
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THE VAST MAJORITY OF THE NATION’S FINE BUILDINGS ARE SLOAN EQUIPPED 
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FAULKNER, KINGSBURY 
& SPTENHOUSE 
architects 
MAURICE s. MAY 
wiate architect 
WILBERDING CO... ING. 
mechanical engineer 
CHAS. H. TOMPRINS 
general contractor 
NORATR ENGINEERING CORP 
plumbing contractor 
PHOS. SOMERVILLE Co. 
plumbing wholesaler 


iuthetilaites Hospital & Nurses’ Home 
WASHINGTON, D.C. 
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HILL-BURTON IN JEOPARDY? 


The Hill-Burton hospital construction program is in the 
midst of its most serious trouble in 10 years. 


This time the attack is not the usual one from economy- 
minded Congressmen who in the past have fought H-B 
appropriations merely because they were a big and inviting 
target. This time the situation is more serious: The entire 
national emphasis has turned toward scientific research, 
scientific development, and the training of more scientists. 


The Hill-Burton program is medical, but in only a few 
respects could it qualify as a scientific or research effort. 
So its funds definitely are in jeopardy. 


In his second “chins up” talk, President Eisenhower, in 
measured words, laid down the standards by which Hill 
Burton and other civilian programs will be judged: 


“In the federal government’s civilian activities, we shall 
have to make some tough choices. 


“Some programs, while desirable, are not absolutely essen- 
tial. In this I have reached a clear conclusion. While some 
savings may still be squeezed out through the wringer 
method, savings of the kind we need can come about only 
through cutting out or deferring entire categories of activity. 
This will be one of the hardest and most distasteful tasks 
that the coming session of Congress must face. . . .” 


Right now the request for money to run Hill-Burton for 
the fiscal year starting next July 1 is before the Bureau of 
the Budget, which, as an extension of the President’s 
authority, will be thoroughly conscious of the tough White 


House policy. 


While requests made of the bureau generally are not 
voluntarily disclosed—some are revealed at later appro 
priations hearings—it can be assumed that the H-B directors 
have asked (or attempted to ask) for something approxi- 
mating the $121.2 million that Congress voted the program 
for this year. Of this, $99.21 million was marked for the 
original part of the program, $1.2 million for research, and 
the maximum allowed, $21 million, for the new program 
to aid nursing homes, diagnostic-treatment clinics, rehabili 
tation centers, and mental institutions. 


Whatever was asked of the bureau isn't too important. 
What the budget bureau decides to ask Congress for is 
important. In other years the liberal leaders in Congress 
generally have been able to increase an inadequate budget 
bureau figure for H-B to one adequate to meet the demand. 
This year, when the White House and Congress apparently 
will be united in demanding economy in all fields except 
research and science, the hospital’s friends on Capitol Hill 
may not be so successful, and indeed may not even make 
the fight. 


Unless word leaks out in advance, the budget bureau 
recommendations for H-B will not be known publicly until 
the President sends his budget message to Congress in 
early January. It is probable that the bureau won’t have 
its own mind made up until the middle of December. 


Regardless, it will be surprising if the bureau doesn't 
cut the H-B figure well below the $121 million being spent 
this year. 


Until the time for the hearings before the House appro 
priations committee next year, there will be little the 
hospital industry can do officially to bring up the budget 
bureau figure, assuming that it turns out to be so low as 
to cripple the program critically. 


However, American Hospital Association is alert to the 
situation and prepared to start contacting members of the 
appropriations committee informally if necessary, as soon 
as the bureau’s figure is made public. 


In face of a new emergency, is Hill-Burton still needed? 


Statistics collected by the Division of Health and Hospital 
Facilities (H-B in Washington) show that if hospital con- 
struction grants aren't needed now, they weren’t needed 
10 years ago when the program got started. 


The hospital bed need is calculated now at about 800,000 
within a few thousand of the figure then—with the same 
method of calculation used both times. 


While H-B funds have helped in the construction of 
150,646 hospital beds, attrition and population increase have 
absorbed all of them. 


ECONOMY PRESSURES WIDESPREAD 


The impact of the Sputniks is being felt in all other fields 
of federal medicine and medical legislation. 


What the budget people regard as “marginal” or “op 
tional” programs, and what the President calls “not abso- 
lutely essential” will be subject to the same economy 
pressures as Hill-Burton. 


One of the conspicuous examples is the activity, now in 
its second year, under which the U.S. makes $50 million 
in grants each year to help communities build or improve 
their sewage treatment facilities. It will be no surprise it 
Congress, if not the budget bureau, drastically cuts this 
figure for next year, at the same time telling cities and 
towns to resume this burden on their own. 


Also, the budget bureau is taking a critical look at the 
various U.S. grants programs to help states combat com- 
municable diseases, rehabilitate the disabled, and improve 
local public health services. The bureau's attitude certainly 
will be: The states and communities did all of this on 





their own once: how much can they do if federal aid is 


stopped or reduced? 
In another medical area, there is a different prospect. 


President Eisenhower, with the full support of his admin 
istration, is virtually demanding that Congress set up some 
sort of a system for giving scholarships to deserving stu 
dents in the sciences. 


As one H.E.W. official put it, “If they’re going to help 
out students in physics, chemistry and mathematics, it is 
hard to believe that there won’t be some help for medical 


students.” 


It is too early to say whether this help-to-science campaign 
will go far enough to ensure passage this year of the Admin 
istration’s bill for grants to medical schools to build and 
equip teaching facilities. Last year Congress voted money 
to build and equip medical research plants in medical schools 
and other institutions, but so far it has done nothing on aid 
to teaching. That bill calls for $225 million over several years. 


Even the National Institutes of Health—devoted wholly 


to medical research—are not entirely protected against the 
economy movement. Like Hill-Burton, these organizations 
are a big, wide target for economy. This year they are 
getting about $241 million. If they can’t demonstrate that 
the money will be well invested, they also are in danger 


of crippling reductions. 


STAND-BY GENERATORS 


Federal Civil Defense Administration has worked out a 
tentative set of regulations, or “specifications,” to govern 
50-50 matching grants to hospitals for purchase of stand-by 
electric generators for use in case of nuclear warfare or 


other disasters. 


The program almost ground to a halt when charges were 
made that some hospitals were using these federal grants 


to buy generators to supplement their own worn-out or 


overloaded equipment. (See story in this space in October 


Mopern Hospitat.) 


Two main points are involved in the proposed new 
specifications. Unless changed before being announced, 
they will require that any hospital generators purchased 
with F.C.D.A. help will have to be integrated in state and 
local civil defense plans. As such, they will be subject to 
removal to another site, unless their size makes the transfer 


impractical. 


Also, before a grant is made to a hospital, the project 
must have the approval of local, state and regional C.D.A. 
officials, as well as national F.C.D.A. headquarters in Battle 


Creek, Mich. 


The new regulations reaffirm that title to the generator 
does not rest in the hospital, but in the state. The state, 
however, may appoint the hospital as “custodian” of its 
title. 


FEDERAL EMPLOYES' HEALTH INSURANCE 


U.S. Civil Service Commission, through a series of fact 
sheets, is attempting to acquaint all federal civilian workers 
with details of the Administration’s proposal for health 


insurance. 


The proposal combines basic and catastrophic insurance. 
The employe may, within certain limits, select the type of 
basic coverage he wants and from a company or organiza 
tion of his choice, but if he takes basic he must also take 
catastrophic coverage. The U.S. would pay about one-third 


of the premium. 


The fact sheets are in the form of questions and answers 
covering about every possible area involved. Incidentally, 
and 
mission is not planning to make any important changes 


despite some news stories to the contrary, the com 


in its health insurance proposals. 


A.H.A. Expected to Reject Forand Bill but Favor Principle. 
of Federal Assistance for Hospital-Medical Needs of Aged 


Cuicaco.—Following intensive study by a special com- 
mittee and consideration by the Council on Government 
Relations, the Coordinating Committee and the Board of 
Trustees in meetings here November 26 and 27, the Ameri 
can Hospital Association was expected to announce its oppo 
sition to the Forand Bill (HR. 9467), providing hospitaliza 
tion and medical care for Old Age and Survivors’ Insurance 
beneficiaries under Social Security, but at the same time to 
make clear the association's belief that the voluntary hospital 
system alone cannot carry the burden of financing needed 
hospitalization for the aged population, and that local re 
sources are insufficient to meet the need, 

At the trustees’ meeting here November 26, representatives 
of a special “task force” of the American Medical Associa 
tion, headed by Dr. George M. Fister of Utah, urged the 
A.H.A. to support the A.M.A. position of all-out opposition 
to inclusion of health benefits in Social Security tor the aged. 
In weeks preceding the meetings here, it was reported, medi- 


cal societies in some areas had brought pressure to bear on 
hospital trustees to support the A.M.A. view, and the A.M.A. 
group indicated such pressures might be continued if the 
A.H.A. were to approve the Forand Bill or favor use ot 
Social Security to meet the health needs of the aged. 

Within A.H.A., one question that was being debated was 
whether to recommend use of the Social Security mecha 
nism or whether to reaffirm the association’s official policy 
position adopted by the House of Delegates in 1955, sup 
porting the use of federal-state matching funds to pay pre 
miums covering hospital utilization costs for the aged 
population. 

Members of the A.H.A. committee studying the problem 
were Dr. James P. Dixon, chairman, Ray E. Brown, J. Doug- 
las Colman and Dr, Philip D. Bonnet. An announcement 
of the A.H.A.’s policies on hospitalization and medical 
benefits for the aged was expected to be forthcoming early 
in December. 
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How the donation of one pint of blood purchases for 
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Study Shows Hospitals Collect 40 per Cent 
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CONDITIONS OF SERVICE TO MEMBERS OF BLOOD PROGRAM 


The Blood Replacement Plan 
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What Nurses Like and Dislike About Their Jobs 


Higher waves and fewer week ends and evenings on duty are the principal 
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re quire ments of NUYSES, according to this summary of a year-long stud} 


conducted at Hartford Hospital, Hartford, Conn. Respondents to the ques- 


tionnaire, with few exceptions, are happy im their inter personal and in- 


lerde partmental ré lationships and they believe they are able to give good 


care to patients, although the work load is heavy. Most of the nurses 


questione d approve of the present ratio of professional to non pro fe ssional 


personnel; however, if any change is made, a decided majority u ould like 


to have the professional staff ine reased. Results of the study will be used 


hy the administration and nursing 


department heads to guide them in 


making changes to increase job satisfaction. 
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are the reacuons of senior nursing Students to various 


problems of staffing. Here, a weakness which 1s prob- 


ably common to every school Was revealed 


nursing 
Although they were requested to answer the questions 
as if they were new graduates working on the staff, 


nany of them showed a decided lack of understanding 


of the difficulties confronting the supervisors and, hence, 


need better orientation before they actually be- 


CU 


for 


graduates 
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DaSsIS 


tne 
come 
On ot 


tributed to all nursing service personnel, senior students, 


the the questionnaire, which was dis- 
student practical nurses, clinical instructors, house ofh- 
cers and staff physicians, the hospital's committee on 
supervision has recommended changes in hospital pro- 
cedures to conform as nearly as possible with the teel 
ings expressed by a majority of the respondents. 
Some of these recommendations are 
To consider giving an increase in wages. 
2 To ot 


week-end 


and 
staff 


try to reduce the amount evening 


duty presently required of full-time 
personnel 

}. To find ways to increase the number ot protes 
sional personnel 

t. To expand the team system of care. 

5. To circulate a questionnaire to patients to deter 
mine the minimal care that will satisty them 

6. To include an interpretation of staffing problems 
and methods of solving them in the orientation of new 
graduates 

To develop leadership and an understanding of 

their future role as supervisors among student nurses. 

A somewhat condensed summary of the findings of 
the Hartford study is presented on the following pages. 


( ntinued 





SUMMARY OF RESPONSES TO HARTFORD HOSPITAL STUDY OF NURSES’ 


Evening, Week-end Staffing Is the Principal Problem 


hee RI 


ROTATION 


Ct 


MEETING SHORTAGES 


IMPROVEMENT OF PATIENT CARE 


A FREE response question “What suggestions do you have for 


A the improvement of patient care at Hartford Hospital” was 
asked of all personnel 

It was significant that 50°; of the graduate nurses (full-time) who 
replied and 50©; of the student nurses who replied suggested a larger 
professional nursing staff. 

Che following suggestions were insignificant on a percentage basis 
but might be worth mentioning: 

|. Establishment by the hospital or an independent agency of a 
nursery and/or a nursery school available from 7 a.m. to 11 p.m. so 
more nurses would be available for patient care. 

2. Provide better facilities for recreation and diversion for patients. 

3. Orientation program for all new employes at the time of em- 
ployment, arranged and conducted by the personnel department in the 
areas where over-all policies and use of equipment could be discussed 
and/or demonstrated. 

i. Planning for intense care unit and more minimum care units 

5. Improvement in method of discharging patients (orders to be 
written on day before discharge). 

6. Mirrors placed at angles in hallway from admitting office to 
main hallway might prevent an accident when wheel chairs and 
stretchers are passing through. 

Exploration of possibility of some means of relieving the super- 
visors of the time consuming task of totaling time cards each week 
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whether the change that 1s desired by 
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In this staffing section of the ques 
tionnaire we sought expressions on 


three important policies for part-time 


nurses 1) week-end requirement, 
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even ig requirement, and (5) = 
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received approval from a plurality of 
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REACTIONS ON STAFFING, EVENING AND WEEK-END DUTY, TEAM NURSING 
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RECOMMENDATIONS ON STAFFING 


It is urgently suggested that rec- 
ommendations 1 through 7 inclusive 
be implemented at once and that 
immediate effort be find 


wavs of implementing numbers 8 


made to 


through 10. 
1. Provide 
shifts. 


2. Continue to provide sleeping 


overlapping on all 
pping 


day with pay, but request persons 


to work 40 hours that week instead 
of the present 32 

4. Include in orientation of new 
graduates an interpretation of staf- 
fing problems and methods of solv- 
ing them 

1. Endeavor to keep rotation to 
night duty within the unit. 

5. Recommend to committee on 
orientation of personnel that need 
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for transfers to meet daily shortages 
be included in orientation plan. 

6. Work 9:30 a.m. to 6 
p.m. as a schedule replacing split 


time or 10 a.m. to 7 p.m. 


toward 


blocks of 


evening duty, trying, first, four con- 


Experiment with 
tinuous evenings in two weeks. 

8. Try to find means of reducing 
amount of evening duty required of 
full-time staff personnel. 

9. Work with groups giving nurs- 
ing care to see what changes can be 
made in week-end work load so that 
a week end off in three may be pro- 
vided for those now having less than 
this. 

10. Attempt to find ways to 1n- 
crease number of professional staff 
nurses. 


n Pa 


RESPONSE TO QUESTIONS ON TEAM NURSING 


More satisfied with quality of care 


given on units using team 


More satisfied with quantity of care 
given on units with team 


Understond team member functions 


Is following true on units using team 
system? 


a. More individualized nursing care 


b. Better continuity of assignment 


More complete care of patient by 
nurse 


Closer relationship between patient 
and nurse 


Closer relationship among nursing 
personnel 


Better patient understanding through 
conference 


Better communication of 
needs to team members 


potient 


Better understanding of personnel 
needs through conference 


i. More appropriate assignments 
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This chart indicates the general approval given by Hartford nurses to the 


team system of nursing. Color bars indicate 


‘yes’ answers; black, ‘no. 





NURSING STUDY COMMITTEE RECOMMENDS EXPANSION OF TEAM SYSTEM, 


Quality of Care Given Patients Is Considered Good 


QUALITY OF CARE 


isn 


H 


QUANTITY OF WORK 
I 


HOW NURSES 


SS eee 


43 























personnel 


} 


rsonnel 


RECOMMENDATIONS TO 


|. In view of the strong appeal 
made for more frequent week ends 
off in the staffing section of the ques- 
tionnaire, and the respondents’ feel- 
ings in this section regarding present 
week-end work load, it would seem 
desirable to present the conflict to 
the personnel involved through dis- 
cussion groups for resolution 

2. Patient questionnaire to deter 
mine minimal care which would pro- 


vide satisfaction. 
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MMMM DESIRE MORE WEEK-ENDS OFF 


NURSES AIDE 
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SENIOR 
STUDENT 


STUDENT 
PRAC NURSE 


(7) SELDOM OR NEVER COULD ACCOMPLISH MORE ON WEEK-ENDS 
([S<S3 FEEL PATIENTS WOULDN’T BE SATISFIED WITH LESS QUALITY OF CARE 


Graph indicates the views of five categories of nursing personnel on week- 
end duty; amount of work required on week ends, and quality of care. 
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3. Investigation among groups re 
porting assignments which require 
skill or 
with a view toward reassignment of 
these tasks. 

i. Realistic appraisal of problems 


less technical knowledge 


of quantity versus quality nursing 


care in view of present and future 


demands for nursing care, by all 


groups involved, through an edu 
cational 
5. Realistic appraisal and agree- 


the 


program 


ment between nursing service 
department and the school of nurs- 
ing on the quantity and quality re 
quirements for nursing care, at pres- 
ent the 


provide the student with a realistic 


and in future, in order to 
concept of nursing. 

6. Continued staff education pro 
gram for graduate staff nurses on 
team units to provide (1) under- 
standing of the needs of auxiliary 
and student personnel for leadership 
and (2) some of the skills of leader- 
ship. 

Provision throughout the stu- 
dent program for the development 
of leadership ability and the concept 
of the role of the graduate staff 
nurse as a leader and supervisor of 
nursing personnel 

8. Expansion of the team system 
of care to all units within Hartford 


Hospital as rapidly as is wise. 
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CONTINUING STAFF EDUCATION PROGRAM, AND INCREASING STAFF WAGES 


In addition to the responses which 


Higher Wages and Benefits are ‘Most Pale’ Gee ee en te 
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RECOMMENDATIONS ON 
SALARIES AND BENEFITS 

1. Consideration be given to in- 
creasing wages. 

2. Consideration be given to 
bringing the floor receptionist salary 
range more in line with chat of other 
workers 

3. In any effort to increase fringe 
benefits, they should be considered 
in this order: evening and night 
bonus, sick-time, vacation allowance. 
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Bars in color show the percentage of all groups that approve existing 
wages and fringe benefits; black bars indicate those requesting a change. 





Nurses Get Along Well With Their Fellow Workers 


FRIENDLY ATMOSPHERE 
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RECOMMENDATIONS ON 
RELATIONS WITH OTHERS 


1. Investigate the reasons student 
practical nurse feels the lack of a 
friendly atmosphere during her first 
two months at Hartford Hospital 
(a) by bringing this information to 
the head nurse, staff nurse, and li 
censed practical nurse committee for 
discussion; (b) by emphasizing the 
role of the student practical nurse 
during team conferences; (c) by 1n- 
terviewing the student practical nurse 
at monthly intervals regarding her 
feelings as a new staff member 

2. Continue present study of re 
lationships between the pharmacy 
and the supervisory group. 

3. Consider a work group to study 
relationships between the clinical in- 


structor and nursing service. 


Availability and Use of Bed Linens on the Nursing Floors Create Some Problems 
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Therefore, an accurate analysis of these 


questions ts impossible 


RECOMMENDATIONS ON 
HOSPITAL FACILITIES 

1. Study the present linen stand- 
ard and methods of economizing on 


use of linen. 
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Mrs. Ferrell Chenault 
staff nurse, and her 







four children in hos 
pital’s day nursery. This 





month’s cover picture 





shows children in the 






park across the street 
from hospital. They are 






supervised by Mrs. Haile 






Wong, nursery director 






This Nursery Brings Nurses Back to Work 


Married nurses who want to work are cordially invited to 






‘come and bring the children,” an offer that has done much 






to ease nursing shortage at Memorial Hospital, Houston 







QUINTON M. SHERRER 


Public Relations Director 
Memorial Hospital, Houstor Tex 











RS. FERRELL CHENAULT, R.N., bundles her tour chil 


dren up each afternoon and takes them with her to the 





Memorial Hospital of Houston, Tex. There, Lynda, Tina, 






David and Edith, all preschool age, stay while Mrs. Chenault 





works as a staff nurse trom 3 p.m. to 11 p.m. 






Memorial Hospital jumped the first hurdle in relieving 





the nursing shortage when in August 1954 it established a 





nursery for nurses.” 





Today there are 20 registered nurses and three registered 





laboratory technologists at Memorial who bring from 30 to 35 


children to the nursery each week. Without the nursery the 






majority of these mothers would not be working at all. 





The mother pays only $9 per week for the first child and 






$3 a week tor each additional child. So tor $18 a week Mrs. 





Chenault gets more than a baby sitter for her tour children 





They get their meals, nourishment in the afternoon, super 





vised play, educational games and songs, and are put to bed 






until mother calls tor them at I 1 p.m. 





Mother can drop by to see her children on her coftee breal:. 





Medical care will be provided them at a minimum cost. 





The nursery really helps us,’ Mrs. Chenault said, explaining 





that her husband works the same hours she does. 






(Continued on Pages 60 and 61) 
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CHILDREN FROM THREE MONTHS OLD TO SCHOOL AGE ARE CARED FOR 





1B Bre. 
Above: Mrs. Wong puts Sharron Norris to bed for 
her afternoon nap. Each child in the nursery has his 
own bed, in accordance with a state nursery law 
Naps are taken just after lunch, for a two-hour 
period. Children who stay at the nursery from 3 p.m 
to 11 p.m. are put to bed about 8 p.m. 


Above: Children in the day nursery enjoy playing on 
their sunporch, which adjoins the nursery. The nurs- 
ery itself is located on the fifth floor of the mod- 
ern seven-story Cullen Nurses’ Building. The sunporch 
is equipped with a merry-go-round, swing set, sliding 
board, and rocking horse. The nursery has a TV set. 


Right: Each child’s birthday is celebrated in the day 
nursery with all appropriate fanfare. On special 
occasions such as Hallowe’en and Christmas, the 
children plan a party with group entertainment and 
invite the mothers to join in the festivities. Children 
from three months to school age are cared for 


| iprcieng by the Texas Department of 
Public Welfare, the nursery is staffed 
by professional help and assisted by vol 
unteer workers from the Woman's Auxil 
lary. Ten women are employed in child 
care and two maids keep the nursery clean 

Mrs. Haile Wong, supe rvisor 
nursery and holder of three coll 
grees, believes CVCry child s mother 1s bac | 
at work because of the nursery. Memorial 
is the only hospital in Houston with this 
convenience for its nurses 

Housed on the fifth floor of the 
titul Cullen Nurses Building adjoining th 
hospital, the nursery has a sundeck for 
outdoor play on the merry-go-round 
swing set, sliding board and rocking horse 

On special occasions like Hallowe'en 
ind Christmas the children plan a party 
with group entertainment and invite theit 
mothers. Each child’s birthday is cel 
brated with child-like fanfare 


The children attend the nursery 


Above: Before she goes on hospital duty, Mrs. Caro- 
lyn Acord, R.N., combs son Michael's hair, while 
Michael’s brother, Randy, looks on. Mrs. Acord, who 
is the head nurse in the emergency room, returned 
to Memorial because of its day nursery. The hospital 
is the only one in Houston that provides this service 
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THE NURSERY WHICH IS STAFFED BY PROFESSIONAL PERSONNEL 


yr regular 

times a and for 

bout three times a wet k 
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ve three children each and 
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ira Odom, R.N the ad 


Wilson Turner; another 


DAY NURSERY, MEMORIAL HOSPITAL 
TIME ACTIVITY 
30 tk 7.00 putting away clothes, toys 


VU Greeting 
Supervised free play 


from home away 
Exercising games and songs 
Religious period 
Wash hands for breakfast 
Breakfast—blessing, table manners 
Conversation 
Singing, games, TV, play with educa 
tional toys 
Work period with colors, work books 
Nourishment juice milk, etc 
is % Seated reading 
00 to : Story telling by children, songs 
11:45 to 0 Prepare for lunch—washing, rest 
12:00 Lunch 
Nap, rest 
30 te 3 Supervised free play, prepare to go 
home 
3:30 4:3 Work period, coloring, etc 
45 Prepare for supper 
45 to 5:15 Supper 
iD % 6:00 TV 
6:45 Reading 
45 7:30 Supervised free play 
7:30 to 800 Prepare for bed 
8:00 To bed 
10:45 to 11:15 Parents pick up 


*In summer months this would be outdoor supervised play 


This is a schedule of a typical day in the Memorial 
Hospital Day Care Nursery. It must be remembered that 
the nursing shift will change in the afternoon, as will the 
child care shift 
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Above: Candy stripers, or junior volunteers, help with 
the children in the nursery, in addition to the nurs- 
ery’s staff of paid workers. There are 10 women 
who are employed in child care, and two maids who 
keep the nursery clean. Volunteers from the women’s 
auxiliary of the hospital also lend assistance. 


Below: Santa Claus holds Sammy Wong, whose 
mother is director of the nursery. Parties on special 
days are a regular part of the nursery program. 
While all the “small fry” are being taken care of in 
the nursery, older brothers and sisters attend classes. 
The nursery, which is licensed by the Texas Depart- 
ment of Public Welfare, charges $9 each week for 
the first child, and $3 per week for each additional 
child. From 30 to 35 children attend the nursery. 





Low-Income Groups Can Pay Their Own Way 


A plan to require low-income patients of a municipal hospital system to 


have hospitalization coverage that will enable them to pay part of their 


hos pital charges, depending on their ability to do so, has recently gone into 


effect in Me m phis, Tenn. The authors discuss the background of the plan, 


its philoso phy. and the methods of determining how much coverage 1s 


expected of the patie nts, who have formerly often “freeloaded.” 


Note- 


worthy is the fact that the educational program u hich precede d the plan's 


adoption was so successful that it gained the cooperation and editorial 


support of all the newspapers and radio stations in the area 


ROBERT C. HARDY and RICHARD L. DURBIN 


‘T HIS is a preview of 
In financing hospital 
medically needy The 


lspens 


t 


bec u re Cl ree I d il if ild con 


. ' 
nere work f 


only beginning. The rea Improve 


lishing this information to Prin 
reader an Opportunity 
the anticipation, if 
advent ire 
ernod of financing n 


mncon Proups about 


piace 


on I 
Hospital They 


| 


form 
Financing of were elt 
Volume III of its — pat 


were 


mission on 


} ] 


Care and stated in nothing 


1955 report on Financing Hospital charged th il] t the hos 


Care in the United States.” That prin pital service rendere because 


ciple, No. 17, 1s 


Financial assistance and 


as follows they were financially able to pay the 


arran ee bill. The number of patients in this 


ments latter category was comparatively 


pital care small; most of them were either emer 


hould encourage gencies admitted through the receiving 


patients supported by the Na 
Paral 


ysis or other health agencies, or peopl 


participation to reduc ward 


assistance required fron tional Foundation for Infantile 


There are probably few 


with the city government 
Tennessee Med 


ot Ten 


connected 


The authors are, respectively, administra 
I 


or the University of 


administrator of City 7 F 
ical Unies The | 


Memphis, Tenn 


tor and assistant 


Memphis Hospital niversity 
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Medicine 


patients in the 


prov 1des 


at the trustees of 


the institution, feeling the cramp of 


| 1 " 
rising COStsS, tOOk i LOOK 


penetrating 


it the financial background of the 


people being served. The result of 


his evaluation was that 


recognition 
are degrees of medical indigency 
care had become an essential 


tne basic needs of each in 


and family, ranking with food 


ind shelter, and the cost of 


SCTVIC¢ Was representing an in 
of the 


} 
more and 


creasing proportion take-home 


pay. For this reason more 


needed help when medical 


people 


problems came along. On the other 

high levels of employment and 
increasing improvement in the wages 
of the working group meant that more 
and more people could pay a portion 
of the Thus 


the “middle Or part-pay Classi 


cost of their medical care 
xroup 
fication of patients was identified and 
the policy of charging patients accord- 
ing to their ability to pay was adopted 
effect until 


This policy remained in 


the new system described in this report 
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PATIENTS FAILED TO PAY 
Although — the 


charging — policy 


made effective in 1952 more than 


doubled the annual revenue of the 
hospital two years after it was put 
IntO OPE ration, many patients appar 
ently able to pay the charges assessed 
fail to do so After SO years of free 
clientele 


paying 


are, it as difficule for the 


to get used to the idea of 

Because a per diem charge is made 
to part-pay patients, the financial 
stress of extended illness is not given 
the full 


recognition if deserves 


Patients with large families may 
vet free medical care and other bene 
fits simply because they have more 
than the average number of depend 
This that the 


must pay the bill when persons beget 


ents means taxpayer 
large numbers of offspring for whom 
they are unable to maintain an ade 


quate standard of living 


to the principal item in our favor 


Cwelve per cent of our so-called 
medically indigent carry hospitaliza- 
tion insurance, which in almost all 
more than the charge 


cases pays 


based on the patient's otherwise 


financial ability. 


We felt that if a system of 
ment could be applied and developed 


in order 


pre pay 


to solve the diftticulty of col 


lecting hospital bills from pat 
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All users of the municipal hospital 
facilities of Memphis have been noti- 
fied that if they are able to pay any 
portion of the cost of their hospital 
care, they must carry hospitalization 


insurance in an amount commen- 


surate with their financial situation. 


[his s¢ 


INSURANCE 
COVERAGE 
REQUIRED 
Full Charity 

Type A 
Type B 
Type C 
Not eligible 


for admis 


MONTHLY 
NCOME 


INDIVIDUAL 
OR FAMILY 


Below $50 
$50 - $75 
$75 - $100 
$100 - $200 
Over $200 


Individual 


sion 
Full Charity 
Type A 
Type B 
Type C 
Not eligible 
for admis 


Below $150 
$150 - $175 
$175 - $200 
$200 - $325 
Over $325 


sion 


Specifications of insurance types art 
ROOM MISCEL 

AND LANEOUS 
BOARD EXPENSE 


TYPE MINI 
MUM 
DAYS OF 
CONFINE 
MENT 
30 
30 
30 


mMsurance Specie 
story. It 

lIOW these 
letermined. The 
of trustees of 


Wil 


ar 


nis Hospitals 


propose 1 that the 
harging system be 
necessity budget for 


Hy of four is ilculat 


Tennessee State Department 


ie: sul { to period 


TYPICAL FAMILY NEEDS $145-150 


Curr tamily needs 


food. 


Lroups 
insurance a pay 


ire hospital bill, and this will 


expected of then Using this 


mentioned as an ex 


member of this group 


his insurance will pay 


h 


per cent ot the cost of hts 


uf The per diem cost at John Gas 


ton Hospital is $16.50; Type A insur 


will pay average benefits of $6 


Thus the patient remains a 


pay patient Only the method by 


which he pays his portion of the cost 


f his care is changed 


In order that as many people as 


possible might respond to this new 
policy of charges, we sought the sup 


Blue 


mnsurance 


port of Cross and the 125 com 


} 


mercial companies located 


It is probably unneces 


in Memphis 


to report that their cooperation 


was freely and enthusiastically given 


1@ program. The hospital has no 


go into the insurance busi 
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POSTER USED IN HOSPITAL 


To All Users of John Gaston Hospital 
and Gailor Clinic 


IMPORTANT 


Beginning November |, 1957, all patients admitted to John 
Gaston Hespital must carry hospitalization insurance if their 
monthly income is more than: 

Fifty dollars ($50.00) if a single person 

with no dependents 

One hundred and fifty dollars ($150 00) 

if a family of two or more 
Insurance coverage required by the hospital is based on your 
monthly income. The more income you and your family have 
the more insurance you will be required to carry 
You have the months of August, September and October dur 
ing which to arrange for adequate insurance coverage. If hos- 
pitalization insurance is offered where you work, join the 
group plan there. If it is not offered by your employer, see 
your imsurance agent now so that you may meet these new 
requirements im case you need to be hospitalized 


DONT WAIT! DO IT TODAY! 


No visitor to the waiting rooms of 


the hospital and clinic could mis: 


the large posters that explained the 


new policy regarding insurance. 


into 


join 


nani! 


viven by 
} 


nendously encouraging 
fon td tl nited Stat 
Tennessee With 
ib of the mid-S¢ 


Icpree patients mn the tri-state 


of Tennessee, Mississippi and Arkansas 


not know The clinic load averages about 600 
per day, and there are approx! 


pati nts } 


The MODERN HOSPITAL 





pet ree Cal ifter the 


insurance Company has ceased to pa 
in the event his illness requires hos 
pitalization beyond the minimum 30 
day benefit period 


He will 


should the 


receive no hospital bill 


insurance company fail 


tO pay because of an illness which 


predates his policy 


NEWSPAPER PUBLICITY 


daus remain before the new 
policy affecting part-pay pa- 
tients begins at 


John Gaston Hospital 


If you are able to pay any 
portion of the cost of your 
care, you will need hospitali- 
zation insurance by Nov, 1st. 
Join the group plan where 
you work or see your in- 
surance agent. Protect your 
privileges at the hospital and 


Gailor Clinic 


Announcement carried daily in 


Memphis newspapers in August 


and September explains the new 


policy of hospital and clinic 


those On 
SCal¢ 
-dical 


regardless 


y 
I] 


financial 
The num 


11iNess 


increases 


and all of his 


That is life, and the 


responsibility 


f personal 
lated until conditions 


be squarely 


he City of Memphis Hospitals in 


i¢ 


Ss a unit for private patients, the 


E. H. Crump Memorial Hospital. Per 


imutred to this unit must be 


to pay their own way. We think 


; 
this emphasis on the need for 


insurance in the John Gaston Hospital 


nay 


demonstrate to patients accus 


to using the charity hospital 
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patie met 
fron 


patient 


Lassinc 


If this happens, the 


ization of medicine 


These Questions Help Patients Evaluate 
the Benefits of Hospital Insurance Policies 


A! OLNEY, ILL., potential p 


f individual 


ment 


pe ren 


; 


+ r 


pbenen 


Opies 


lestions are 


ASK THESE QUESTIONS 


The form includes these 12 ques 


ons for evaluating an individual hos 


insurance policy 


pitalization 
( 


an the policy be canceled or 


j 


coverage reduced at the option of 


rr at a specined age of 


the benefits and exceptions 


learly stated in the policy? 
Does the policy provide for pay 
substantial 


Or a 


port mn 


hospital bill should you be 
a patient? 


Will 


basis of 


the company honor claims 


ym the the hospital's routine 


billing form without requesting addi 


Irchas 


ne $pitalization 


spen ] 


! 
eakdown of 


breakdown 


IS THERE A WAITING PERIOD? 


Is there a waiting period before 


fits become available for confine 


than iternity? 

the miscellaneous 
room illowance 

1y hospital service 


1 specifically by 


ray, laboratory 
and 


Will = che 


existing 


policy cover pre 


conditions and, if not, are 


disallowable onditions 


stated 


the preexisting 


learly in the 


12. Will 


1dmissions 


policy F 

tne 
for 
will 


policy cover repeat 


the same chronic ill 


ness Of the company attach a 


rider excluding coverage for this 


specific chronic illness after paying 


one or claims? 


The 


ment that 


more 
form concludes with the state 
the hospital does not ex 


press any preconceived opinions as 
the 


nepative or 


to whether the answers to ques 


tions should ideally be 


iffirmative 


ation 


reversed 

desocialize 
fashion 

back 


medi 


ririoner where 


mentions 


ng H 


] 


spital Care in 
several re 
incing 


hospital 


1iCally 


wie ft 
i detatled recommendation 


ui 4 program should be devels 
However, tt recommends this aspect as 
i subject for study and 


We 


financing of hospital care for the med 


exploration 
hope that our adventure in 
ically needy will achieve the objective 
which the North Carolina Study Com 
mittee sought as a practical approach 
to providing medical care for the 
middle 


man 
n the 
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THE MODERN 
HOSPITAL OF 
THE MONTH 


Artist's rendering of |. W. Allen Hospital, Moab, Utah, shows protective canopy 
The hospital is constructed of light 











for driveway and area near main entry 
brick with gray-green trim to contrast with red clay of the surrounding area 


Hospital Harmonizes With Climate and Site 


Site and climate were considered in planning this structure 
which is oriented to take advantage of prevailing winds and 


constructed to harmonize with the red cliffs in the vicinity 


JOHN B. FETZER 


OUTLINE OF CONSTRUCTION COSTS 


Total construction cost 
No. of beds 

Cost per bed 

Total square feet 
Square feet per bed 
Cost per square foot 
Total cubic feet 
Cubic feet per bed 
Cost per cubic foot 


$469,461.00* 


, eee ATION wher 
| : lictated i } 


36 (expansible to 50) 


res 


Hospital at M $16,688.00 


23,980 

666 
$19.61 

362,080 

10,060 
$1.30 


prevall 1 site prepata 
ind a roof in 
vermiculite 
brick used in the exterior of the build 


inch of fiber tunctional operation of the hospital 


nsulation 
Because predominance of 


Moab 


light gray 


cliffs of the 


in the rocky 
j 


irea it was decided that the 
Mr. Fetzer is a member of the firm of 
ret architects, Sale Lake City 
Administrator 
Bingham 


the hospital 


Darrell A 
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ing would be a harmonizing contrast 
Che hospital is situated on the out 


Moab to 


noises, yet it is Close enough to enable 


skirts of eliminate traffic 


employes to walk to work if they wish 


It 1s placed SO feet back on the lot 


to allow widening of the 


LOO teet without interfering with the 


Street to 


The building is constructed on one 
Hoor, eliminating elevators and fire 
Underneath the hospital is 


a large area for bulk storage, provided 


escapes 


with ramps to the main level 
A good sized driveway allows cars 


to drive right up to the front door 


inder a protecting canopy and two 
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The hospital presented here has been selected as The 
Modern Hospital of the Month by a committee of editors. 
Award certificates have been presented to the hospital, 
the architects, and state officials. A similar award will 
be made each month. 


Floor plan shows central 


location of service area 


with entrance and loading 





floo {room 1s 
telep! 


Doors 


eiling joists vision One 


All 


suspen led, wit i yace O to 44 outiets 


ler tl ulding for the neces losers througho 


left und 


Sary piping an 


no hidden piping | 


IrTsing tatl tnat lent Color 


4 central n 


enable a single nu iS not te upset 


the maternity and feeling well. In 


wings during the reflection 


The central srerile supply room white was used 


central to obstetrics, surgery an 


vency Operating rooms is are the 


68 


have 


1 conduit he Every room its distinctively designe 
with pastel tints predominating 
schemes 

patients 
consideration of light 


percentages a 


separating the cubicles are pastel tints, 
The 


bedcovers 


dock away from other en 
trances. Under the hospital 
is large area for bulk stor 
Ramps 








age of equipment 
permit beds and 
chairs to be rolled instead 
of lifted the 


wheel 


from area 


provided with 


and motorized bed 
hoor opening 
} 
Vio 
were avoided sé 


who arent room floors 
are ex] losionproot 


The 


audible 


minimum nurses call system is borl 


and visible, the 
talk 


1 in the hospital 


Even the curtains permitting 


nurse to or listen to the patient 


color of in any be This sys 
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Main lobby of |. W. Allen Hospital. Nursery is near this Administrative and general offices are connected to main 
lobby, so that babies can be viewed without visitors walk- lobby. Offices and service facilities are equipped for 
ng through hospital. There is a waiting room near the future expansion to 50 beds. Patients’ rooms can be added 
ambulance entrance for relatives of emergency patients at end of either the surgical wing or the maternity wing 


Every patient room has an outlet for television, and special Nurses’ station is centrally located to cover maternity and 
for telephones were installed for motorized beds surgical areas. Restroom and other facilities are near by, 
ndividual temperature and air condition- so that nurses need not leave the station for any length 


are used throughout rooms. of time. A board for doctors’ call system is located here. 


Dining area and staff lounge is a multipurpose room that Laboratory shown here is adjacent to x-ray and radiog- 
can be used for meetings of staff, dining for personnel. raphy rooms. Central sterilization and supply also are 
This area adjoins the hospital kitchen, which includes sepa- near by. Radiography room walls and doors are lined with 
rate rooms for washing dirty dishes and garbage cans lead so that x-rays cannot penetrate into other sections. 


\ water softener is installed tor 
water requiring softening and tw 


emergency loa temperatures of hot water are 
furnished by natural ible. Because of the water shortage 
system is designed t in Moab, the water from the air con 
and oil fitioner will be reused in the laundry 
ating and diagnostic room or in the care ot the ground 
n designed to accom The kitchen was designed accord 
te the ultimate capacity of 50 beds. ing to government specifications and 


service wing, though centrally th services of a restaurant designer 


is placed so that patients or were retained. Dirty dishes are not 


need not travel through the permitted in the kitchen area but go 
corridor to get to other parts to a separate room for washing. There 


hospital is a room for washing garbage Cans 


Vol. 89, No. 6, December 1957 69 





Punch Card System Splits Charges Between 


Patients and Their Third-Party Guarantors 


FRANK R. BRADLEY, M.D., C. O. VERMILLION, M.D., and WILLIAM ANDERSON 


MODERN 
4 e > 


11 ers 


USE TWO CONTROL DECKS 

The se parati tf charges between 
Blue Cross an © patient is accom 
plished by two decks of control cards yarat ( the accounts 
One deck identifies the patients whi many of our pz Naturally a con 
have Blue Cross coverage, the second trol deck indicating the covered serv 


en 


tity ri 
l 


es the classes of service covered ices could be levelope 1 for each se p 
by the Blue Cross Plan. After the arate plan, but the multiple matchings 
charges for the day have been sorted required in this way made such an 
in order of patient registration number operation impractical. Furthermore 
they are matched with the first control we wished to separate charges between 


feck to obtain the cards for those patient ind other guarantor for certain 
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Itemized statement to patients 
shows what patient is supposed 
to pay and what is charged to 
Blue Cross, commercial insurance 
or other third-party guarantor 
Each patient has a registration 
number and is identified at the 
time of admission by type of in 
surance coverage. This is punched 
by code into the patient's sta 
tistics card. Lines from punch 
cards to bill show source of each 
and division of charges 


tem 


insurance 


r 


existing patie nts 


urd carried coding for type 


Alth« ign 


¢ coverayre 
ewhat difterent from 


ae 
plans worked oO for 
ipplication, it was easily revised t 


identify these plans. Thus each patient 


admission 


This 


is identified at the time of 


by type of insurance coverage 
is punched by code into the statistics 
ird for the 


When the 


sorted into patient registration 


patient 


transaction cards for a 


lay are 
number order, they are matched against 


the control patients’ statistics cards 
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eeecoececs 








discat 

tion. An example would 
ms as telephone, television 
n. By 


sunching with a reproducer, the 


means of interspersed 


} 
insurance plan which appears in the 
yatient’s statistics card is reproduced 
in all transaction cards of the day for 
that patient. Thus the transactior 
cards for patients with insurance cover 
age now contain patient identification, 
insurance plan identification, class of 
All such 


into major 


service, and amount of charge 


msurance cards are sorted 


order of insurance plan and into minor 


collator separates any 


Ale 


~ service wit 


ter insurance 


ling these two decks with 


service which 1s 


covered under the specific insurance 


lan of each patient. All of these cards 


re gang punched with the one control 
as described heretofore. In the same 
way as in the previous application 
this control causes such transactions to 
be posted in the insurance column of 
the patient's ledger. By this means, 
charges are correctly split for as many 
different third-party guarantors as there 
are coverage cards in the control deck 

One great advantage of this applica 


tion is that additional plans of cover 
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Bills in column at left show item 
ized charges produced by punch 
cards from patients’ accounts 
showing how bill is divided be 


tween patient and Blue Cross to 


conform with various Blue Cross 
contract benefit schedules 


The MODERN HOSPITAL 





j 
vO 


| 


Bills in column at right show the 
division of charges between the 


patient and other third-party 


guarantors, i.e. insurance com- 
panies, public aid commission 
and (shown at bottom) charges 
that are written off for charity 
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Moral Obligation Is Not Enough to Enforce 
Agreement to Pay Another’s Hospital Bills 


ALBERT WOODRUFF GRAY 


I 


the same being the am 


igree to pay Dr. W Boddte 


t $48 


him by my deceased brother 


In its refusal to enforce payment 


promise the court had 
lise to answer for the debt 


or miscarriage of another, 1n 
be nN writing 


be supported by a consideration 


binding, must be 1 
It 
naked pact unless some benefit ac 
1es to the 
The 


written 


if debtor or the promissor 
| only consideration stated in 
contract in this 


and aftection 
r < 


issor had for her 


is imsisted that 


wideration tO su 
We think orherwise 
While love and affe 
for a written 
debt lefault 


may t 


sideration 
answer for the 
sind the 

support 


) answer for the 


Carriage another 


: ' 
science of the maker, it Cannot 


xecutory contract t 


r 


r of another 


default or 
lan y 
lamMayve 
the contract is supported by 
i legal consideration in addition t 


MISCarriaye 


’ 
Me hows from. the 


rhe 


MOTHER SUES SON 
Rece 


before 


ntly an action of this sort was 


a New York State cou 
had sued her 
to pay $50 a 


rt. There 


on his 

her for 
good and valuable con 
and affection 


no ground for 


1 mother son 


promis¢ s month 
her 


her life on the 


of 


a decision that 


leration love 


SI 


In 


ice the was available to the woman 


ror 


be 


recovery 
who had brought this action the court 
affection’ 1s 


instal 
answer 


not only said there Love and 


not a sufficient consideration to sup 


port an executory contract. The case 
would be different if an executed deed 
issignment or mortgage were involved 


if accom 
plished 
A nother 


occurred in that state 
a man had been told by 


Carlier fact the transaction were 


ot 


this char 


In 


ourt that 


of character 


of this 


a few years later 


instance 


had given a phy 


I hereby There his 


wife's father that the father wished to 


give him a wedding present, that the 


papers had 
in-law should 


as it became 


against ne estat 


Was disall a 


qu 


tather 
The 


whether 


Howe ver 


tnis memofral 


before a 
tient, the 
have t 


tron for the 


prom sé 


the considera 


been 


ment by the hospit 


services and itn 
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We Don't Have to Pay Cash for Good Will 


The author, who believes that hospitals can promote 


good relations with patients and the community at very 


little cost, outlines some of the things he has done 


in both large and small hospitals to prove his theory 


EDWARD W. GILGAN 


— | 


hospital 
thing except time 


1 friendshiy 


will and 


withou even bringing 
revenue into the hospital, was a hos 
pitality wagon, which was | 


tO a 


and appearance 


fea wavon 


During the slack ho 


C Pile. 

Student nurses and expectant mothers learn fundamentals Hospitality wagon makes it possible for patients to make 
of baby care together, at little extra cost to hospital. small purchases at time refreshments are brought to them. 
75 
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ing and during visiting patients. may readily pass on to a volunteer 
1 the a adies, Dy the way, also” She, in turn, can tell me about it. en 
n 


afternoon, the Gray Ladies wheele 
abling me to remedy the situation be 


hospitality wagon, containing orange served as a liaison between the patient 
juice and coffee for the patients. The and the administrator. Often a pa- fore the patient realizes he has voiced 
hospital a grievance 


t express There if Of cr 4 imples ot patient 
ch he relations progran too, that can be 


ROUND TABLE SESSIONS WITH COMMUNITY LEADERS TURNED CRITICS 


~ 
j 


4 
/4 
WV 
On this tour, the Friends listen as a 


laboratory technician explains how 
she uses technical laboratory tools. 


Community leaders, known as Friends of the Hospital, meet once each 
month for tours and discussions of Coahoma County Hospital’s functions. 
Complaints about the hospital have decreased since group was formed. 
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began a rooming-in plan. In this teach 
ing room, comfortably furnished by a 
women’s club in the community, there 
from com 
nt 


1 
§ Well aS ZPOVernment 


provised equipment 
| 


nonstration 


REED B. HOGAN 


INTO FRIENDS AND CREATED GOOD PUBLIC RELATIONS 


inventory systems are 
and they study the 
purchasing and su 
tal functions 
in Our area, has held 
for several sessions. The 
Ser 


semi-technical 


topics are not 
can lead the 

slanations 
remained far 
now accepted as 
affects all citizens 
d about the 


patients that the 


board of 

however, new board 
of business or social 
als of patient care. 


- board was a member 


The radiology department and uses 
of the x-ray equipment are ex- 
plained during monthly meeting. 


The complexities of operating a 
hospital pharmacy are studied with 
interest by the group of Friends. 


Head nurse tells members of the 
group how the anesthesia equip- 
ment is used in operating rooms. 


Vol. 89, No. 6, December 1957 





personnel diff 
j 


benefits, paid 
t in toucn 
large of 
facturing 
This par 
size, has a 
economy 
( Ipe ad m¢ 


Organizatio 
welfar program were encou 


ise a large recreation room in Ol 
nurses home for meetings and card 


parties, on the theory that the more 


t 
| } t | } yital 
le who came into the hospita 


peop 
and felt they had an interest in it, the 


wider and more effective would be the 

community relations program 
Members groups 

working as Gray Ladies, doing sewing 


of several began 


icting as receptionists at visiting hours 


and so on. Many clubs contributed 


funds when they held a card party or 
ike sale { 
iN Operating roon lamp for the emer 


One organization purchased 
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ministre 
will rea 


to be bi 
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Controller's Job Is the Essence of Management 


The relationship of the administrator to the controller is likened to the 


re lationship that exists between a ship's captain and his navigator. It be- 


hooves the administrator to give his controller similar authority, the author 


states. He examines the duties of the controller, the controls he should 


maintain, the reports expected of him, bis function in budget making, rate 


setting, statistical analysis, standards and public relations. The wise ad- 


ministrator never forgets that the accounting department is a reservoir of 


live information he can put to good use in making decisions. 


RICHARD D. VANDERWARKER 
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uICT 


then the contr 


As the 


Captain 


Navigator 


neither direct a ship nor bring 1t safely 


pe 
vigator, the he spital ad 


t direct the hospital in the attain 
f its objectives without the 


onstant assistance of the controller 


In acting as the navigator the con 


ller performs four major functions 


He provides data to 
planning 


yUrseE the function 


He aids 


crews the 


in signing and training 
organizing’ function 
He aids in promulgating orders 


} 


directing functuon 


+. He uses navigational aids similar 


the compass and sextant to main 


ain course this is the “controlling 

function 
The 

sponsibilities, then, are the essence of 


His 


extreme importance, and he ranks at 


controller's function and _ re 


management position is one of 
the top of the management structure 


Of course, this position can be 
attained only if the controller is given 
adequate responsibility and commen 
surate authority by the administrator 
In all organizations, there must be 
a proper relationship between authority 
and responsibility. This is the principle 
that a person to be held accountable 
for something must be in a position to 
determine the process by which it 


comes about. For the controller to ac 


cept his proper responsibilities and 
have adequate authority, the admini 
strator must 

1. State to the entire organization 


in writing that in the controller rests 


Captain can 


rt without the aid of a competent 


ministrator 


dg collections, as he sh 
medical staf! must KNOW 


r} 


ontroiler s delegate ne 


commodations on 


lual’s financial status 

uld have no authority in thi 
As another illustration 
sponsibility and authority of 
troller, a clearly written state 
payroll policy and procedure must be 
promulgated and published to all 
personnel. Once 


SUPCIVISOTY accon 


controller must enforce 


procedures with the administra 


plished, the 
these 


tors complete support. Exce ptions can 


be permitted only in the most extreme 


emergencies and these should be mini 
} 


mal if the policy is sound 


Specifically the administrator views 


the responsibility of the accounting 


and financial management or “control 


ler's division.” as it will be referred to 
in this article, as follows 
i Receipt ot all 


revenues and 


proper expenditure and conservation of 


Departmental Organization of the Hos 


pital, Hospitals 25:56 August 51 





“Lack of internal controls offers opportunities for defalcations. ~ 


THEY HAD NO BUDGET 


12 


CONTROLLER IS VITAL AIDE ‘isieilie niaiaans diab nabs amabati ment whi 


pret lasag$ to impr Ipon. Since 


establishment of budgetary control we 
xpens . . 
; have constantly maintained actual ex 
1 predictions 
: pense within a range of ! of | per 
nonthly report of income for ' } , 
cent unfavorable and within | per cent 
lucing unit Compared , , ! 
; ble favorable compared to the original 
o the budget and the comparable pre 
co I} j } } idget 
Thi port sh 1 olen . ; 
[his repo! should als Control is not the only purpose or 
ft 
Late the b idget however. for as stated by 
setentiile: <ticcevaeeme. a ; 
monthly accounts receivabl Tr. LeRoy Martin,* professor of account 
‘ rreooma oy ours a oO ] , . 
port indicating outstanding balance ing at Northwestern University \ 


budget is a plan for the future based 


C.G.: Accounting and Financia 
Annual Admunistrative Re Martin, T. LeRoy \ Budget Is a Plan 
30:39 Aug. 1) 195S¢ for the Future, Mod. Hosp. 78:8 June 
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need standards by which to measure progress toward our goal.” 


CONTROLLER DIRECTS BUDGET 


| ' ' } 


riny Wi 
inder the existing 
party 
Again the area of 


Inistrator 


pen Ics 

vencral man 
rement, the views an 
controller that 


portant role of the 
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established 

he pieces ot 

press Operators 
wousekeeping department 
available to determine 
cover: 


indi 


wallwashers can 


and the area covered by 
als involved in floor cleaning 


Standards 


should be established 
for labor turnover and tor collection ot 
iccounts receivable 

These are some of the standards that 
can be readily developed. I am. sure 
more. The 


standards lies in the 


there are importance ot 


incentive they 


since they invariably become a 
exceed 
‘he controller must constantly de 
lop procedures which affect lI 
tivities within his d 
vities relating ¢ 
nts in which financial management 
is involved. These procedures should 


ritten and become part of a pfo 


al that must be currently 
Certainly, it 1s me 
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serrations 


RESEARCH IS IMPORTANT 


teresting are 
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tors woul well to con 
activities Of an Operations 
division as being part of the 
ler's division. It 1s he who 1s 
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yughout hospitals all sys 
procedures should constantly 
{ with the objective of im 
ing service and reducing cost. The 
ler should play a major part 
activity and, in fact, spearhead 


tudies im areas re 


administrator expects 


he controller to train his organization 


ublic relations. Too often, account 


ng departments of hospitals are repre 
sented by those who have been termed 
wicket” people. These are the gruft 
polite peopl we see too often deal 


ing with the public at 


theater ticket 
offices, railroad stations, and in public 
agencies. There is no place in hospitals 
for “wicket” people. Thus, we expect of 
the controller that his people will be 
kind, considerate and polite to the hos 
pital’s public 

In conclusion, then, these are the 
administrator's views of hospital busi 


Those 


engaged in such activities in hospitals 


ness methods and procedures 


have an extremely important part to 


play in the financial management of 
the institution and its general manage 


ment 
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Special Unit Saves Lives, Nurses and Money 


Better care for the acutely ill patient u ith no increase in 
nursing staff results from the special care unit which 1s 
described here. Not only is more intensive treatment possible, 
hut the functioning of the areas of the hos pital serving the 
nonacute patient ts vastly im proved, the authors report. 

The establishment of the unit, its standard o perating 
procedure nursing routine and utilization of nursing staj] 


assigned to the unit are described. Since the mortality rate 


is higher in a special unit serving only the acutely ill and 
patients who do recover are quickly transferred, special 


attention must be given to emphasizing the successes attained 


hy the unit in order to avoid poor morale among the nurses. 


WILLIAM T. MOSENTHAL, M.D., and DAVID D. BOYD 


89, No 


6, December 


1957 


was planne 


joint Commiuttec 


by supervisors in wide 
periods on which 
would be 


nlared 


contemy} lated 
init Was arranged to consist 
open, mixed ward of six beds, 
ised for unconscious and neuro 
rgical problems; one male and one 
female four-bed unit, and four single 
rooms tor cases of either sex who 
require this privacy because of their 
particular problem or because isolation 
technic was required. A four-bed unit 
ontaining acutely ill patients ts a con 
lent size for one nurse to handle 
st efficiently and easily 


Requirements for other special care 


inits Obviously will ditter, but for the 
nost efhicient care and utilization of 


personnel, together with refinements 


necessary for patient satisfaction and 


comfort, the basic plan of a large open 
unit for unconscious, stuporous OF de 
lirtous patients; four-bed units for the 
ereater part of the acutely ill load, and 
single rooms for isolation has been 
most effective in Our experience 

\ central patient area of appropriate 


size was reconstructed to fit this ar 


rangement. Installation of piped-in 


oxygen and_= suction, wall-mounted 


manometers, and wall 


bottles contributed 


| 


uncluttered floor 


bi od press irc 
brackets for LV 
toward an 

To provide for rapid treatment of 
emergency situations, an augmented 
supply of emergency drugs and IL.V 
solutions was Qgbtained. Sterile sets for 
tracheotomy, vein cut-down, catheter 
ization, thoracentesis, irrigation and 
lumbar puncture were allotted to the 
special care unit supply and are ready 
Other added unit sup 


laryngoscopes, intratra 


for instant use 
plies include 
cheal tubes, ECG and pneumothorax 
machines, a resuscitator and bed scales 

Although the nursing service in our 
special care unit is in the nature of 
private duty group nursing, the patient 
is not charged an extra fee. The cost 
of the unit is included in the over-all 
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WEST WARD TO PHYSICAL MED 


Plan of the special care unit at Mary Hitchcock Memorial Hospital. This 
section wos created, with some reconstruction, out of an existing facility. The 
unit contains an open mixed ward of six beds for unconscious and neuro- 
surgical patients; one male and one female four-bed unit, and four single 
rooms for cases of either sex who require this privacy because of their peculiar 


problems or because isolation technic is required. The section is provided 


with extra supplies of emergency drugs and special equipment 


UTILIZATION OF NURSING STAFF 


Qed 


the general 

ty nurses per se, 
5 eRe 

nurse-power 

unit. Since 


unit the 


nuff 


e special care u s providing this 
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Practical nurse 2 (days) 

Aide 3 (one evening) 

Orderly HOW UNIT IS LAID OUT 


Clerk 
Our plan consists of an open six 
d unit for irgical patients and 
onscious patients; two four-bed 
one male and one female, and 
single rooms, two of which can 
rooms when. the 
Po The open ward varies 
considerably according to the neuro 
surgery load. In the remainder of the 
nake an effort to keep one 
) that an emergency case 
taken in without delay. The 
shown in the accompanying 
table reflect the usage of Our special 


This special care unit figure care unit and the results of this spe 
is relatively high and super cial care 
ight indicate an exorbitantly The mortality rate is high, indicat 
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ot y effort ing the serious acute condition of the 


concentration 
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USAGE OF SPECIAL CARE UNIT AND RESULTS ACHIEVED 


MODE OF ADMISSION Medical Surgical Neurosurg. 
direct 66% 20% 66°%o 
transfer 33 80 33 


MODE OF DISCHARGE 
transfer 55% 69% 50° 
died 30 21 20 
home 15 10 30 


MEDIAN STAY 6 days 7+ days 
CENSUS 12 bed Special Care Unit—90°% of capacity 
6 bed ward—60°% of capacity 


In the 12 bed section, 60°% of the patients were surgical, 40% medical 
In the open section, 70% were neurosurgical, 30% from other services 
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fashion 
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on. The doctor is spared lengthy o1 Conversely, they do see all the failures 
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ler writing. With the “SCU routine ind, as has been state the mortality 


in Operation, a systen of imntensive 
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PROTOTYPE STUDY: 


50 BED PROPRIETARY HOSPITAL 


Continuing a new series of ‘prototype studies” 


of proprietary short-term general hospitals with 


up-to-date information on principal departments 


LOUIS BLOCK, Dr. P.H. 


ef, Research Grants Branch 
tal and Medical Facilitie 


rvice, Washington, D.C 


i is 50 bed short-term general proprietary hospital 
is the subject of the second of the prototype series 
on the short-term general proprietary hospital being 
published in The MODERN HOSPITAL. In intro 
ducing this new series of studies, it was noted that 
he proprietary hospitals represent 15 per cent of all 
hospitals in the United States and 20 per cent of all 
gereral short-term hospitals. This prototype study 
is accompanied by a comparison of the 50 bed pro- 
prictary general hospital with the 50 bed nonprofit 


general hospital (see page 88) 


OPERATING ROOMS 


Number of operating rooms 
a. Major operating rooms 


b. Minor operating rooms 


UTILIZATION 


An analysis of the kind, type and number of pa- 
tients admitted to and using the 50 bed proprietary 
general hospital shows 2000 annual admissions, 40 
idmissions per bed, 345 live births annually, 11,300 
patient days of care annually, and 1500 annual new- 
born infant days of care. 

The adult daily census in the 50 bed proprietary 
general hospital is 31, and the daily newborn census 
is 4 

The percentage of adult occupancy, therefore, is 
61, and the average length of patient stay, 5.6 davs. 


BED DISTRIBUTION 


In most of these hospitals there is a specific bed 
assignment for special patient groups. Where more 
than 50 per cent of the hospitals within this size 


group make such an assignment they are considered 
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as having specific bed assignments for purposes of 
this study. Where bed assignments occur in less than 
half of these hospitals, they are considered as un- 
assigned. The following tabulation shows the spe- 
cific or unassigned service groupings, the frequency 
with which they occur, and the average number of 


beds that are assigned to them: 


Medical-surgical patient beds 
almost 3 in 5 
hospitals 


a. Frequency of occurrence 


b. Average number of beds 
assigned 40 
Obstetrical patient beds 
a. Frequency of occurrence 
b. Average number of beds 
assigned 10 


3 in 5 hospitals 


Pediatric patient beds 
a. Frequency of occurrence 
b. Average number of beds 
assigned 


3 hospitals 


Isolation or contagious patient beds 
a. Frequency of occurrence 
b Average number of beds 
assigned 


8 hospitals 


Psychiatric patient beds 


a. Frequency of occurrence 33 hospitals 


Tuberculosis patient beds 


a. Frequency of occurrence 100 hospitals 


SERVICES 

. Where services are provided in more than _ half 
of these hospitals they are considered as being usu- 
ally available. Services that might be provided but 
which are found to occur in less than 50 per cent 
of these facilities are considered as unavailable. Cer 
tain of these services may be provided through ar- 


(Continued on Page 90) 
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WITH THE 50 BED 


OPERATING ROOMS 


LABORATORY 


RADIOLOGY 
\ 


PHARMACY 


I Ospitals snow 


operating phar 
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NONPROFIT GENERAL 


The 


MEDICAL RECORDS 
[he proprietary 


PURCHASING 
Although th 


which the proprietary hospital has 


central purchasing department 1s 
vreater, there is similarity in both 
groups with regard to those having 
a full-time or part-time purchasing 


ivent 


own 


HOSPITAL 


PUBLIC RELATIONS 


1esse! 


Inds proc 


lay basis 


RELIGIOUS 


The proprietary hospital 1s less 


to provide religious facilities 


t 


as a chapel or meditation or 


nonpre fit 


AMBULANCE 
Ch< 


frequently provides ambulance serv 
I 


pre prictary 114 Spital more 


ice This is true in their use 


of private nonhospital ambulances 


They are less likely to operate their 


ambulance 





/ Fron ve 8 Seven full-time nurses, or 48 per cent of the graduat 
rangements with other hospitals and sources. Such staff, are employed on general duty and 2-3 general 
arrangements, however, are not reflected in the fre- duty nurses are on a part-time status. Three or four 
quencies shown. nurses are available for private duty 

; In hospitals having them, the number of other 
Frequencies of Hospitals Offering Per Cent of Hospitals . , : 
nursing personnel employed is: practical nurses, 
Clinical laboratory 91 10-11; attendants, 3-4; nurse's aides, 10; ward maids, 
Basal metabolism apparatus 91 3: orderlies. 3. 

NS aot 89 Where they are employed at all (see chart on page 
t nd : 
Central sterile supply room 63 88) the prototype 50 bed proprietary hospital has 

Blood bank 52 : z . . ; 
one each of the following full-time employes: phar 

Electroencephalegraph 6 : 
Dental department 10 
Hospital auxiliary 6 
Medical record department 82 
Operating rooms 95 following full-time personnel: two medical technolo 
Obstetrical delivery rooms 86 
Medical staff library 46 x-ray technicians (one registered and one not regis 
Pharmacy 36 tered); one medical record librarian (not registered) ; 
Physical therapy department 25 one occupational therapist (not registered), and two 
Postoperative recovery room 14 physical therapists (one registered and one not 
Occupational therapy department 4 registered) 
X-ray diagnosis 96 6 
X-ray therapy 18 
Premature nursery 29 LABORATORY 
Radioactive isotope therapy department 2 : 

: Pes: Frequency of Hospitals Having Per Cent of Hospita 
Routine chest x-ray on admission 23 
Social service department 2 Physician staff members specializing in pathology 
Outpatient department 51 a. Full-time 
Patients’ library b. Part-time 
Cancer clinic All tissue removed at surgery routinely 
Rehabilitation department examined by a pathologist 


Children’s educational program Urinalysis on all admissions 
Mental hygiene clinic Blood count on all admissions 


Serological examinations for syphilis on 
all adult admissions 
PERSONNEL Electrocardiograph on all admissions over 
The number of full-time personnel employed by 45 years of age 
Rh grouping on all pregnancy cases 
Preoperative blood grouping on all surgical cases 
Preoperative coagulation on all tonsillectomies 
Postoperative urinalysis on all surgical cases 
' No tests without doctor's orders 
ee employes aed occupied bed, nm. Laboratory facilities available to private 
Ore in 20 of the 50 bed proprietary hospitals has euthelaters gutless of ehsidens 
an organized auxiliary. For those hospitals having 
an organized auxiliary, the membership would be 29, 
with the number of members of the auxiliary actu- DEATHS AND AUTOPSIES 
ally working in the hospital numbering 10. The There are 41 deaths annually in the prototype hos 
number of persons other than hospital auxiliary con- pital. Thee deaths make up 2.0-2.1 per cent of 
admissions. The number of annual autopsics pet 


macist, dietitian, medical social worker, and one ort 
two medical record personnel 
The 50 bed prototype hospital would also have the 


gists (one registered and one not registered); two 


the prototype 50 bed proprietary short-term general 
hospital is 56. The number of full-time personnel 
per 100 patients is 181, with the number of full- 
time employes per bed, 1.12, and the number of full- 


tributing volunteer service is 
There are 14-15 graduate nurses employed in the formed in the prototype hospital is 4, being 10 per 

prototype 50 bed short-term proprietary hospital. Of cent of the total of the number of deaths. Seven of 

these, one is a nursing administrator, 2 are supervisors the annual deaths are released 


and assistants, and 2 are head nurses and assistants. or 0.3-0.4 per cent of admission: 


to |e gal authorities, 


PERCENTAGE OF 50 BED HOSPITALS HAVING THE FOLLOWING PERSONNEL 
100% 74% 14% 66% 56% 51% 82% 75% 20% 62% 34% 53% 1% 2% 112% 
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BACKGROUND OF CHIEF ADMINISTRATIVE OFFICERS IN 50 BED HOSPITALS 


Frequency of Hospitals Per Cent of Hospitals 


Where chief administrative officer 
is a physician 
Where chief administrative officer 
is a graduate nurse 
Where chief administrative officer 
is other than a physician or a nurse 
Where chief administrative officer is a graduate 
of a college course in hospital administration 
Where chief administrative officer 
is a male 
Where chief administrative officer 
is a female 


ADMINISTRATOR 


There is a full-time assistant administrator in 43 
per cent of the 50 bed proprietary hospitals studied 
Administrative responsibility is delegated to the night 
nursing supervisor in 71 per cent of the hospitals, 
while an administrative staff member is on duty at 


night in 23 per cent of the hospitals 


MEDICAL RECORDS 


Only one in 13 of the 50 bed proprietary hospitals 
microfilms medical records. Three in four of the 
hospitals use the Standard Nomenclature of Diseases 


ind ¢ )perations 


MEDICAL STAFF 


The frequency of hospitals having certain services 


ind organizational relationships is as follows: 


Per Cent of Hospitals 
Chief of staff 87 
Chiefs of services 56 
Written staff regulations 65 
Regular staff meetings 73 
Standing staff committees 51 
Executive staff committee 42 
Medical record committee 35 
Credentials committee of staff 30 
Tissue committee of staff 24 
Education committee of staff 6 
Pharmacy committee of staff 8 
Dietary committee of staff 10 
Nursing committee of staff 19 
Psychiatrist on staff 26 


(Where 50 per cent or more of these hospitals 


have a particular staff relationship or service it 1s 
considered to be the practice in terms of this study. 
Where less than 50 per cent of these hospitals have 
such a relationship or service it is considered as not 
being available.) 

Surgical restrictions are placed on the staff in 62 
per cent of the hospitals. Nonstaff members are per- 
mitted to practice in 44 per cent of the hospitals. 

Examining rooms for ambulatory patients of the 
medical staff are provided in 63 per cent of the 50 
bed proprietary hospitals; private physicians’ offices 
in or on the hospital grounds are provided in 43 pet 
cent; x-ray facilities are available to private ambula- 
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tory patients of the staff in 92 per cent, and labora 
tory services are available to private ambulatory pa 
tients of the staff in 90 per cent. 

Eighteen per cent of the 50 bed hospitals have 
received accreditation by the Joint Commission on 
Accreditation of Hospitals. 

The number of staff physician appointments aver- 
aged 35-36, including active staff, 16; associate staff, 
3-4; courtesy staff, 10-11; consultant staff, 4; honorary 
staff, O-1. 

The number of staff physician appointments per 
100 beds averaged 69, divided as follows: active 
staff, 32; associate staff, courtesy staff, 21; con- 
sultant staff, 8; honorary staff, 1. 


PUBLIC RELATIONS 


Frequency of Hospitals Using Per Cent of Hospitals 


Booklet for patients 13 
Booklet for employes % 
Regularly published house organ 4 
Printed annual report 

Patient opinion poll 

Personnel opinion poll 

Medical staff opinion poll 

Community opinion poll 

No polls 


NURSERY 


The 50 bed proprietary hospital has 8 bassinets. 
Eighteen per cent of these hospitals have special 
nurseries for premature infants, while 70 per cent 
have infant incubators. In those hospitals having 
them, there are two infant incubators. Bead bracelets 
are used for identification in 78 per cent of the hospi- 
tals; tape bracelets are used in 15 per cent. 


RADIOLOGY 


Frequency of Hospitals Having Per Cent of Hospitals 


Physician staff members specializing in radiology 48 
a. Full-time 16 
b. Part-time 32 

X-ray facilities available to private 
ambulatory patients of physicians 92 

Chest x-ray on admission 23 


One in three of the 50 bed general proprietary 
hospitals operates a pharmacy. Of these, one in five 
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has a full-time licensed pharmacist. Almost one in 
two of these hospitals has a drug formulary 


DIETARY 


Frequency of Hospitals With Per Cent of Hospitals 


Dietitians (full-time or part-time) 53 
Central food service layout 95 
Decentralized food service layout 5 
Selective menus for all patients 37 
Selective menus for private patients only 6 
No selective menus 57 
Manual and centralized dishwashing 33 
Manual and decentralized dishwashing 5 
Mechanical and centralized dishwashing 61 
Mechanical and decentralized dishwashing 1 


ADMITTING 


Admitting records are duplicated by a typewriter 
in 52 per cent of the hospitals studied, by a mimeo- 
graph in 1 per cent, and by hand in 39 per cent. 
None of the hospitals uses liquid or gelatin or plate 
imprint methods. 

The following percentage of the 50 bed proprietary 
hospitals routinely treat patients with the indicated 
diagnosis: 

Per Cent of Hospitals 
21 

62 

83 

57 

5 

17 

75 

18 

97 


Alcoholics 

Cancer 

Cardiac 
Dermatologic 

Drug addiction 
Epileptic 
Gynecologic 
Isolation (contagion) 
Medical 

Mental deficient 4 
Neurologic 29 
Obstetric 88 
Ophthalmic 47 
Orthopedic 79 
Otorhinolaryngologic 42 
Poliomyelitis 7 
Psychiatric 5 
Surgical 95 
Tuberculosis 3 
Urologic 69 
Venereal disease 19 
Acutely ill 98 
Chronically ill 71 
Convalescent and rest 17 
Geriatric 32 
Industrial 69 
Pediatric 79 


ACCOUNTING 

Depreciation is calculated in 92 per cent of the 
50 bed proprietary hospitals, the depreciation being 
funded in 15 per cent. Eighteen per cent of the 
hospitals operate under formal budgets, and 38 per 
cent use the American Hospital Association chart 


of accounts. 


PURCHASING 

A central purchasing department is to be found 
in 80 per cent of the 50 bed proprietary hospitals 
studied. Of those hospitals which have central pur 
chasing, a full-time purchasing agent is employed 
by 19 per cent and a part-time man by 76 per cent 
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FINANCIAL 


Total assets 

Total assets per bed 
Plant assets $160,000 
Plant assets per bed $ 3,200 
Per cent plant assets of total assets 80°% 
Total annual income $254,000 
Total income per patient day $ 22.50 
Annual patient income $235,000 
Patient income per patient day $ 20.80 
Per cent patient income of total income 92% 
Total annual expenses $245,000 
Total expenses per patient day $ 21.70 
Annual payroll expenses $130,000 
Payroll expense per patient day $ 11.50 
Per cent payroll of total expenses 53% 


$200,000 
$ 4,000 


OUTPATIENT DEPARTMENT 


Annual number of outpatient visits 
Annual number of emergency visits 


LAUNDRY 


Three in 10 of the hospitals studied operate their 
own laundry and process all soiled linen. In these 
hospitals, 2800 pounds are processed per week and 
145,000 pounds per year, averaging 13 pounds per 
patient day. 

For the hospitals that do not operate their own 
laundry, 2 in 3, the number of pounds processed 
per week is 1750, or a total of 91,000 pounds per 


year, for an average of 8 pounds per patient day 


AMBULANCE 


Frequency of Hospitals Which Per Cent of Hospitals 


Provide ambulance service 97 
Operate own ambulance 1-2 
Use city or publicly owned ambulances 8 
Use private nonhospital ambulances 87 


SAFETY 


An organized safety committee is to be found in 


31 per cent of the hospitals studied. Written fire 


emergency and evacuation plans are found in 42 
per cent of the hospitals, while regularly scheduled 
fire drills are held in 26 per cent of the hospitals. 
A written plan for mobilization of employes and 
medical staff has been devised in 25 per cent of the 
hospitals studied, and this plan has been integrated 
into the master community plan in 23 per cent of 
the hospitals. A representative of the hospital sits 
on the community disaster planning committee in 
51 per cent of the hospitals. 


RELIGIOUS 


Frequency of Hospitals With Per Cent of Hospitols 
0-1 

4 

33 

43 

0 

3 

42 


A chapel 

A meditation or prayer room 

An organized visiting clergy staff 
A chaplain available 

A full-time chaplain 

A part-time chaplain 

A chaplain on call only 
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INTRODUCES A NEW LINE 
OF WET-DRY VACUUM CLEANERS 


Designed with a host of efficiency features for fast, easy 
pickup of dust, dirt and liquids cleaning everything 
from floor to ceiling. They're user-inspired features, based 
on a survey that told us just what you want in a vacuum 
cleaner. And only Clarke has them. 

+ Stainless Steel Tank + Big, Easy Roll Wheels + 
Feather-Touch Switch * Quick-Connect Hose Coupling 
* Automatic Shut-off Valve + Easy Lift Clamp Handles 
- Job Designed Turbines + Correct-Height Handle - 
Wire Tool Basket + Revolutionary Air Disposal 
Polished Aluminum Head + Automatic Blower Con 
nection + New Job-Designed Tools 


SEND TODAY FOR BROCHURE 


ON NEW CLARKE WET-DRY VACUUM CLEANERS 


Tells all about the new line, the many new features, 
and shows you why time-and-labor-saving Clarke vacuum 
cleaners are the most outstanding buy in the maintenance 
field. Send coupon. 


Nome 


Individual 


adie larke SANDING MACHINE COMPANY 


5212 E. Clay Ave., Muskegon, Michigan 


Dept. 5212 Authorized Sales Representatives and Service Branches in Principal Cities 
Distributed in Canada: G. H. Wood & Co., Ltd, Box 34, Toronto 14, Ont 


6. December 1957 





MEDICINE AND PHARMACY 





There's No Substitute for the Pharmacist 


This study of pharmaceutical service in small hospitals 
in Michigan indicates how a professional pharmacist can 
render outstanding service to small and large hospitals 


in terms of efficiency, safety and economy to the patient 


ALEX BERMAN and M. ALAN POOLE 


A! PRESENT 90 per cent of the other hospita 
4 veneral and short-tern with pharmacy 
t 100 beds or more in th ted Because oO 


re statted with full-tin problem, this stu originally intended 


irmacists, which means that to be a one-year project, will now be 
800 or more of the approx! ontinued for another year. The first 


OUU hospitals in this Category yca project hi yielded important 
irmacists on a full-time basis lata, howeve which will be indis 
confronted with an entirely pensable for the continuation of out 
situation with respect to work during the second year 
ospitals. Here a problem exists, 'e have obtained data 
nwide in scope, involving phar short-term, general hospiti of tewer 
service in the more than 5000 than 100 beds in Michigan, a sample 


which have fewer than 100 _ representing more than 90 per cent 


large majority of these hos of the 109 hospitals in this category 
not have the full-time or Each of the administrators of thes 
services Of a professional LUZ hospitals Was personally inter 

It 1S with rnis problem viewed, and tne n y of them als« 


the present study is concerned, responded to 


ifically as it exists in Michigan » Only 30. 
In proceeding with our su the f the 102 
following broad objective cept che services of a professional phi 
cist On either a part-time or full-time tion mignt achieved by emf loying 
determine the elements re basis. Nine of these hospitals have a pharmacist h ould combine 
» render necessary pharma 1 full-time pharmacist on their statts; pharmaceutical functions with 
eutical services and to establish the another nine hospitals have a_ part duties such as x-ray, laboratory 
xisting facts concerning such services cin armacist on their staffs, and eral administrative, and other activities 
[To determine the possible role 12 hospitals have succeeded in estab- or in sharing a pharmacist with an 
f established retail pharmacies in pré lishing some system of drug control other hospital or a ret lrugstore 


viding services to: small hospitals ind standardization through arrange Ten administrators stated flatly 
To determine how to provide the ments with local retail pharmacists they hi tried but were unable t 


I 


sossible pharmaceutical services ‘hat abour t maining 72 obtain the services of a pharmacist 
I nat abou 1 remaining ; 
efficiently and at most reasonable or approximately 70 per cent, of the 6. Generally speaking the adminis 


hospitals in the sample? By and large trators of the 30 hospitals having drug 
4 


these hospitals send their pre scriptions standardization and controls IMNstitucec 


out to be compounded by retail phar ind supervised by full-time or part 


macists. But the professional pharma time pharmacists expre 1 satisfaction 


cist, and this includes the drugstore that their hospitals and patients were 
j 


owner. should be able to do more for getting good service 


the hospital than merely compound Six of these administrators stated 


prescriptions. To render a compre that employing a pharmacist had great 
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IN 


uterine inertia primary and secondary 
third stage of labor 
postpartum hemorrhage due to uterine atony 


PITOCIN 


"...Pitocin was considered useful clearly indicated, 
and comparatiyely safe. Nearly all the hospitals, 
medical schools @nd obstetricians surveyed gave 
these indicatiofs«@ mimber one rating. — 


N Pe Sr 
} fin V-ce. (10 unit) ampouic:, a crates 10 inter- 
de nits (.S.P units). hs 

». arth Coraline M. J. V8:191, 1957. os 56 inthe Rae RSI 
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IN THE PREPARATION OF . . 
INTRAVENOUS SOLUTIONS 


im-heated 


etly 
1 Ne 
Barnstead Spar 
Each unit is comy 


including floorstand or 








COMPLETE ELIMINATION 
PYROGENS WITH TRIPLE 
DISTILLATION 


The Barnstead steam-heated, 10 

hour triple distilled water outfit is shown 
connected with a hospital type storage tank, 
th Ventgard which prevents air- 


‘ omple te w 


borne contamination 


NEW LITERATURE 


Write for your copy of 
catalog H” 


describing Barnstead’s com 
plete line of water still 


Barnstead’s new 
F 
, 


designed es 


pecially for hospitals with capacities from 


4 to 1000 rallons per hour 


B3arnstead 


CLEVELAND 
ACademy 


NEW YORK 
Kingsbridge 
8-1557 6-6622 
PHILADELPHIA LOS ANGELES 
LOcust RYan 
8-1796 1-9373 
SAN FRANCISCO CHATTANOOGA 
TEmplebar 6-5863 
2-5391 
31 Lanesville Terrace, Boston 31, Mass. 


FIRST IN PURE WATER SINCE 1878 


BOSTON 
JAmaica 
4-3100 
CHICAGO 
Financial 
6-0588 
JOHNSON CITY 
3113 
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ly improved the financial status and 


cthciency of their pharmacy operation 


ind they were 


vinced that all small institutions shoul 


tollow suit in obtaining the assistance 


of a professional pharmacist This 


information is based on 


with administrators of the following 


hospital {) bed 


t 


hospital 
ploying 


Two hospitals 


Gg Category Naving arrangements with 


ty pharmacist, one 


category employ Inv 


nacist 


99 be 


Osptita 


pi ying 


SPENT $1,447,855 


The total annual purchases of drugs 


excluding anesthetic gases for YO 


hospitals in the su which 


financial data could | I d was 


tions under while the 


verage inventory figure of $9781 
recorded for two hospitals in the 
to 99 bed group Both of the latter 
ployed full-time pharmacists 

8. About 35 per cent of all adminis 
trators interviewed 
j 


terested 


were strongly in 
in seeing our pharmacy school 
levelop some program along the lines 


of extension work institutes, work 


' } 


shops or other forms of field work 


] 


lealing with pharmacy Service in 


small hospitals. Many other adminis 
trators saw merit in a program of 
this sort, but wondered how this could 
be carried out. In many cases both 
the administrator and the community 
pharmacist were unaware of the full 
scope of services a professional phar 
macist could render to the hospital 
It seems obvious that if our project 
is to be a meaningful one, our school 
must sponsor an educational program 


} 


for community pharmacists and a 


ministrators 


enthusiastically con 


interviews 


NOsSpital 


Qur_ tindinys enabled us 
time, with 
asonable deg iccuracy, the dis 

tribution and extent of professiona 

pharmacy service in the small hospitals 


Michigan 


Orre lat 


These quantitat 
1 


cS previously 


pharmac ists 1n 


selected on the basis of case studies 


ind the interest these administrators 
have shown in developing such a pro 


Upon the successful completion 


vram 


of about six project onstrations 


we would be prepared to undertake 


the second phase of the educational 


program. During this second phas« 


i number of meetings and panel dis 


cussions would be held in which ad 
other 


ministrators, pharmacists and 


} 


persons interested in this problem 


would participate 
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2. Skin draped. Saber incision outlined at acromion. 


= Ala? 


3. Acromion denuded of cartilage. Shoulder capsule opened. 


SHOULDER ARTHRODESIS: 4. Acromial process of the scapula osteotomized. 
1. Radiograph (A-P view). Shoulder prior to surgery. Note Turn page for other color illustrations of surgery. 
atrophy of muscle and soft tissue, and relaxation of joint. 


Why it is SO important — 


and so easv—to illustrate significant cases 


with radiographs and photographs... 


Serving medical progress through Photography and Radiography 





For Radiography: 


5. In succession: Flap is osteotomized in head of humerus: 
cartilage is denuded from head of humerus, which is joined 


to acromiai process 


For Color Photography: 


7. Cuff of shoulder capsule reefed to scapula 


8. Wound closed and prefitted cast applied 


j 


Poveldde 


j F 
leadle 


products 


EASTMAN KODAK COMPANY 
Medical Division 
Rochester 4, N. Y 








NEW 
ELECTRON 
STERILIZED 
CATGUT 


stronger—with added safety sealed in 


This is the symbol of suture sterilization by electron 

beam —an exclusive process developed by 

ETHICON. It guarantees optimum strength, safety 

and pliability of Ethicon Surgical Gut. Soon you will 

see this symbol on packages of Ethicon Surgical 

Gut. It assures you that Ethicon Surgical Gut, 

sterilized by electron beam, is: 

- 10 to 16% stronger than ordinary surgical gut. 

+ more pliable and easier to handle than ordinary 
surgical gut. 

- electronically sterilized after the package is sealed, 


eliminating danger of recontamination. 





NOTES AND ABSTRACTS 


Prepared by the Department of Pharmacology 
Emory University, Georgia 





Acute Convulsive Disorders in Children 


Although convulsions are a common emergency among children, 
they must be regarded as one of the most important symptoms 
of illness in childhood and, as such, they demand a great 


deal of thought as to the treatment, diagnosis and prognosis 


HE treatment of acute convulsive 


disorders in children is a common 
Most convulsions, 


especially in children, are self-limited, 


nedical emergency 


and the usual experience of the physi- 
cian is to find the attack terminated 
by the time he sees the patient, making 
the need for diagnosis greater than 
that for treatment 
Unfortunately, many convulsions are 
sufficiently prolonged so that the need 
tor stopping the seizure becomes ur 
gent. Status epilepticus refers to a 
state of recurring major motor seizures 
which the does not 


between patient 


regain consciousness. The longer such 
seizures continue the more probable is 
a fatal outcome. Too little is known 
about the effect of seizures on the cen 
tral nervous system, but most authori 
ties agree that each seizure leaves some 
cerebral deficit and that anticonvulsant 
therapy should be instituted as soon as 
possible 

The treatment of many seizure states 
depends on a knowledge of their eti 
ology, and some seizures may be effec- 
tively stopped only by the institution 
of specific therapy for the underlying 
disease. For this reason it is valuable 
to have in mind the etiologic possi- 


inherent in acute set 


bilities that are 


zure states 


DIAGNOSIS 

The etiologic classification of con 
vulsive Table 1, 
attests the large number of conditions 
with 


disorders, shown in 


that may be associated convul 


It is important 


sions in childhood 
when the physician attempts to estab 


lish a diagnosis to keep in mind that 


98 


a convulsion IS < a dis 


1 symptom not 
and that no system of examination 


for careful 


case, 
or analysis can substitute 
Observation and conscientious study of 
the patient 

Any type of seizure may occur as a 
manifestation of a disease involving 
the brain, but by far the commonest are 
the generalized tonic and clonic con 
similar to the 


A con 


spontaneous Or COFr 
I 


vulsions of a 
grand mal attacks of epilepsy 


pattern 


vulsion may be 


related with some obvious stimulus 


At the present time there ts no solu 


tion as to why certain stimuli will 


precipitate convulsions in some chil 
jren but not in others under similar 


circumstances 


Table 1—Etiologic Classification of 
Disorders That May Be Associated 
With Childhood Convulsions 


Simple febrile convulsions 
Neoplastic disease, infections or 
occurring intracranially 
Toxic, i.e. convulsant drugs, lead encephalo 

pathy, ‘‘kernicteus 
Metabolic or nutritional disorders 
Renal disorders 
Cardiovascular dysfunction, syncopal attacks or 


hemorrhage 


anoxia 
Narcolepsy and cataplexy 
Allergy 
Migraine 
Parasitic brain disease 
Epilepsy 
Cryptogenic (idiopathic, primary, essential, 
genuine 
Secondary (organic, symptomatic 
post-traumatic 
post-hemorrhagic 
post-infectious 
post-toxic 
degenerative 
congenital 


Modification of a table in Mitchell & Nelson's 


Texbook of Pediatrics 


Figures | and 2 emphasize the in 
portance of considering the age factor 
as an aid in diagnosis. Convulsions in 
children under 5 years of age are sut 
prisingly frequent; they occur in fron 
) to 7 per cent of the normal popula 
t10n, and they are commoner 1n_ the 
first two years of life than at any other 


time. In very young infants cerebral 


trauma (including the anoxia and in 
tracranial hemorrhage of birth injury 
and congenital brain detects are the 
most frequent causes of convulsions 


with acute infections second in im 


portance. (See page 100 


From later infancy to about 3 years 


of age acute infections (intracranial 


extracranial ) chiet 


and becom« the 
The incidence of 
j 


epilepsy rises steadily from birth and 


et logic al factor 


at about the third year becomes the 


most important cause of convulsive 
seizures, being the etiologic factor in 
from 70 to 90 per cent of convulsions 
occurring from the third to the six 
teenth years of life 

An accurate diagnosis depends upon 
the patient's history and the results of 
the physical examination, laboratory 
and other diagnostic procedures. The 
characteristics of the convulsions are 
usually of little aid in diagnosis unless 
sharply localized or lateralized, but the 
presence or absence of pallor, staring 
rigidity, vomiting, loss of awareness 
or consciousness, as well as the local 
or generalized nature of the convul 
$10ns, should be asce rtained A thor 
ough history including 


following information should be ob 


case the 


tained 


|. History of the pregnancy. Deter 
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--- COLD’ STERILIZATION 


WITH THE AMERICAN 


Climaxing more than eight years of intensive 
research and development by American 

Sterilizer, the Cry-O-Therm establishes wholly 
new standards for cold sterilization 


gaseous 
of instruments and wrapped or pre-packaged 
surgical and laboratory supplies. Simple 

to install, easy to operate, fast, safe and 
fully automatic, the Cry-O-Therm provides 


the first completely practical technique 


for hospital sterilization of heat- or moistt 


sensitive items 


wba Exclustue ann, 


new gaseous Sterilizing agent known ¢ 
Cry-OXCIDE has been developed by 
Amsco. In convenient, disposable, aerosol 
containers, Cry-OXCIDE combines 
ethylene oxide and inert gases 1n a low- 
pressure, non-flammable, non- 


explosive mixture. 


Tested and approved by U.S. Bureau 


of Mines for hazardous locations. 





AMERICAN 


STERILIZER 


ERIE PENNSYLVANIA 











6, December 1957 











Square 16” x 16’’x 30” chamber 
has ample capacity for largest 
endoscopic instrument. Fully 
automatic with full-load cycles 


as fast as two hours. 


Write for bulletin SC-310. 





Offices in 14 Principal Cite 





whether dithcult 


prolonged labor occurred, whether neo 


nine 1elivery or 


natal anoxia, jaundice yanosis was 


present 


ncy 
infection, 


cerebral disease 


nonest being 
and pneumonia 
ay provide cl 1es 
pigmentation 


the adenoma 


the race 
IrZe Weber 
tini 
legenerative changes n 
suggest the diagnosis, making an ad¢ 
} 


wrrhage and 


yuate fun examination 


1SC¢ pi 


Chronic 


infection of the sinuses of 


rt } 


middl Drain abscess 


idie ear may sugges 
whereas fever hype resthesias, stiff neck 
r positive Kernig’s sign would sug 
gest Meningitis or meningoencephalitis 
isseau § and 


Positive Chvostek’'s, Tro 


peroneal signs, as well as arpopedal 
ind laryngeal spasm, may indicate tet 
subnormal 


levelopment or vr deficits may 


any. Evidence of mental 
point to congenital cerebral maldevel 


Opment of birth injury residue as 
responsible for the convulsion 
difficult to 


whether the postconvulsive depression 


It may be determine 


is a sequel to the seizure or 1s due 


to a neurological disorder existing 


100 


prior to the convulsion. Serial neuro 
logical examinations may be necessary 
for such a differentiation 

If the history and physical examina 


/ 


10 not produce a conclusive diag 
the tollowing special blood 

nations may be indicated 

Inorganic phosphate, calcium and 


iikaline phosphatase serum levels (in 


+ t 


tantile tetany, hypoparathyroidism 


Lead concentration in the blood 
j 


lead encephalopathy 


Nonprotein-nits 


ulsions 


gon 


Fasting blood sugar, glucos 
insulin sensitivity 

convulsions 

ser logical 
CNS lues 


Examination and cult 


examinatl 


septicen 


itine urinalysis she 


ration, OF pat 
1 intracranial 
imoencephalogra 


irteriograpny ma\ 


COMPARATIVE INCIDENCE OF 
FROM BIRTH TO F 


EREBRAL TRAUMA AN 5 RE 
OEFECT * BRAIN ("ORGAN 


© TETANY (AL PASMOPMILIA 


@ ACUTE INFECTIONS INTRA ANO £ 
AND RESIOUAL DAMAGE ("ORGAN 


© I DIOPATHICEPILERST 
80} 
| ——ws ALL OTHER CAUSE 
o 
70+ 


IN 


phy may furnish evidence for estab 


lishing a diagnosis. This procedure 1s 
nost helptul when pertormed from 36 


Ss hou arte the convulsion 1s 


tne shifting 


CENT OF CHILOMOOD IN VUL 
1N DIFFERENT AGE GR Pp 


Ll YG 


Modification of a table by 
M. G. Peterman in the American 
Journal of Diseases of Children, 
October 1946, p. 399 


Figs. ]1 and 2 emphasize the importance of considering the factor of age 
as an aid in diagnosis, since convulsions are frequent in children under 
5 and are most likely to occur between the ages of 6 months and 3 years. 
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INSERT A 7,. ADJUST THE STRAP...AN 


NEW! 

Aren® 
all-patient 
identification 
bands by 


@ Revolutionary one-piece design © Card holds all information recom 
of white, non-toxic plastic mended by American Hospital Assn 
© No tools or small parts to handle e Adult cards in white: children’s 
@ Aren band is strong, supple and in pink, blue, and white 
imple to apply P . 
a eee @ Tamper-proof snap defies removal 
@ Clear “picture-window’ card holder by patient 


SEND FOR FREE SAMPLES NOW 


WILL ROSS, INC., Milwaukee 12, Wisconsin, Dept. 85 

Please send me free samples, descriptive literature and price lists on the 
new Aren Identification Bands 

Name 

Hospital 

Address 


City 


All-in-one 
design 


General Office: Mitwaukee 12, Wisconsin 

Atianta 3; Georgia - Cohoes, New York «+ Dalias 7, Texas + Minneapolis, Minn. 
Manufacturers and Distributors of Hospital and 

Ss. jum Equi and $ lies Since 1914 


Patent Applied For 
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Whenever tetracycline therapy is indicated — 


AY) AY Moti Tal Cor) mmorelal-j(o(-) Ftd lola 
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Tetrex 


THE ORIGINAL TETRACYCLINE PHOSPHATE COMPLEX 


tem faster, more certain control of infection 


A single, pure drug (not a mixture) 

High tetracycline blood levels 

Clinically “sodium-free” 

Equally effective, b.i.d. or q.i.d. 
Exceptionally free from adverse reactions 


Dosage forms for every therapeutic need 





escription at all le« 


~. 








Table 2—Agents Most Frequently Employed for the Treatment of 
Acute Seizures and Status Epilepticus in Children’ 





Want more for your dollar? Then 
specify lustrous BREWER Chrome 
Plated hospital and surgical 
equipment. Costs only a fraction 
of conventional equipment, with 
no sacrifice of beauty. utility 
durability. All BREWER units 
come “clean and complete in the 
carton’’—ready to use! The 
BREWER CHROME line includes 
hampers. carts, tables, stools, com 
modes, solution stands, instrument 
stands, and related items 


ntinued 
-quires con 
in dose 
ntraindi 
renal disease 
xd colon 


t 


< 


No. 1346. Tri 
angular ham 
per with 

large wheels 
and one small 
caster. Takes 
standard 25 

bag 


This hamper is a typical example 

of how BREWER designs products 

to meet your needs. Triangular 

shape means easier storage. 2 

Large rubber-tired wheels ride itive properties 

easier over obstacles. Hamper Whatever th ca a, se elt ait 
may be tilted. wheelbarrow fash hoc Die AS GE, vs € ee 
ion, for quicker movement, sharp should be admi tc 1 tO ( t { tion t ollowing 


er turns. seizures. Posticta 


mate with therape 
% AVAILABLE FROM YOUR ause the patient t 
HOSPITAL SUPPLY DEALER t seizure has 


a dose has been 


morphine or opiun 
they depress respira 
miting ind are not 


servation Of frespirat 


MD. By £. F. BREWER CO. © Butler, Vis. i on rsenecgage 
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Everybody 
benefits 


Administrative Staff 


—reduces inventory... 


# 
f simplifies stock control Pharmacist 
rom is Tale Mar-laleliiay 
--a real space-saver 
1 tablet a day does the work 
of 8 other sulfa tablets 


new, 
long-acting 
sulfa ae 


especially indicated 


Patient 


in urinary tract infections —greater acceptability... 


that with negligible risk unbroken sleep 
of crystalluria 


cuts dosage ye 
over 19” foie all 


a single maintenance 


ble Each quarter-scored, peach- 
lored tablet contains 0.5 Gm. (742 grains) dose provides 24 hours 
sulfamethoxypyridazine 

30ttles of 24, 100 and 1000 tablets 


antibacterial activity 


Each teaspoonful (5 « of 
50 


caramel-flavored syrup contains 250 mg 
sulfamethoxypyridazine. Bottles of 4 fl. oz 


LFAMETHOXYPYRIDAZINE LEDERLE *Reg. U.S. Pat. Off, 


LEDERLE LABORATORIES DIVISION, AMERICAN CYANAMID COMPANY, PEARL RIVER. NEW vorx QED 


of 
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». To prevent damage to the tongue 
and mouth, place a padded tongue 
blade between the teeth 
4. Use only mild restraint and place 
rd rails on the bed. Allow no 
illows and keep the patient off soft 
nattresses 

Don't try hot baths and mustard 
are ineffective and harm 
lents than they help 
the convulsion is associated 
gh temperature, use aspirin as 
and or cool enemas and 
sponge baths or apply ice packs 
Maintain the patient's fluid and 
tritional intake, and institute prompt 
shock therapy when indicated 
Administer prophylactic anti 
case of status or if the 
induly prolonged and 
re 1s Suspicion Of aspiration 
Allow patient undisturbed rest 
PROGNOSIS 

Convulsions, in 
vided into tw 
nonrecurring ty the chron 


the tern 


Table 


responsible for 


Table 3—Etiologic Factors Responsible for Acute Convulsions That 
May Be Responsible Through Functional or Structural Cerebral 
Changes for Chronic Convulsions 


Arrow identifies factors which may stimulate convulsions and also produce 
cerebral changes which may then serve to precipitate recurrent convulsions 


Acute, symptomoatic 


Birth trauma 

CNS infection 

lead poisoning 

Anoxia 

Postnatal vascular accident 
Postnatal cerebral trauma 
Hypoglycemia 
Hypocalcemia 

Acute nephritis 

Renal insufficiency 

Allergic phenomenon 
Febrile convulsions 

Causes unknown 


From symposium on Convulsive Disorders in Childrer 


acute convulsions may also, by virtue 


of functional or structural cerebral 
changes, be responsible for certain of 
the chronic or recurrent convulsions 

Epilepsy reters to recurrent spells 
characterized by a symptom complex 
of impaired consciousness or loss of 
consciousness with or without clonic 
or tonic muscle activity. By definition 
early seizures are simply convulsions 
and are not diagnosed as epilepsy until 


there are recurrences or until further 


ui 


Chronic, recurrent (epilepsy 


Idiopathic epilepsy 
Cerebral maldevelopment 
Degenerative disease 


Cerebral tumors 


Pediatrics 


certain 
The exact 
convulsions 
current Cony 
in life varies 
study 20° per 
patients gave 
fantile con, 
per cent of 
In another, 40 per 


tients Lay i nist 


that spell a 















vulsions, and still another indicated of epilepsy. In general, the prognosis 
that the occurrence of epilepsy was 12 for recovery (freedom from seizures 
times more frequent in those who had for two to three years) 1s excellent 
infantile convulsions than in those whe unless the patient presents with one of 
had not the following 

[he so-called “febrile convulsions |. Prolonged convulsions ( over one- 
t childhood merit special mention half hour ) 

























They are more frequent in the first 2. Focal convulsion 
years of life and rarely occur after ». Strong family history of epilepsy 
© years of age. Dr. Peterman de i. Recurrent afebrile convulsions 
fines such an episode as a major seizure Specific EEG abnormalities 
precipitated by a nonspecific fever of On occasion electroencephalography 
variable degree in a person with a will be helpful in determining the 
potential convulsive disorder. A child prognostic significance of a single con- 
who has had even one febrile convul vulsion. An electroencephalogram 
: F sion has demonstrated an unstable cor taken immediately after the convulsion 
tex, his threshold for discharge being is of little or no value. A normal 
lower than the accepted normal. Pa record at this time may be reassuring 
é ° tients who present evidence of central but not gonvincing, and marked ab 
nervous system infections, such as normalities during this period may 
meningitis or encephalitis, are not be due to temporary postconvulsive 
lesignated as having febrile convul changes and give no indication of the 
ons. With intracranial infections the underlying disorder. Any temporary 
convulsions usually precede or accom changes will usually have disappeared 
pany the rise in temperature and occur within from 36 to 48 hours, and the 
iny age, whereas with extracranial EEG is of greatest value when ob 
infection the fever precedes and_ pre tained after this time 
cipitates the seizure The period from 6 months to 3 
As with any other seizure there 1s vears is generally designated as_ the 
considerable controversy concerning convulsive age of childhood since from 
the relationship of febrile convulsions iS to 5O per cent of all convulsions 
in childhood to tl wer development occur during these 30 months. The 












Modularm is a completely new fire alarm system of building 
block design. The building blocks are compact modular units 
of standardized design combined to produce a fire alarm sys- 
tem to your hospital requirement. Dead-front control panel 


design isolates high voltage — permits installation anywhere 








right in your office, if you wish 
Modularm makes your hospital safe from fire disaster — 





automatically detects a fire in unsupervised areas — initiates 
a pre-signal alarm for alerting key personnel to man fire sta- 
tions and sound a general alarm automatically sounds an 
alarm in a municipal fire station — sounds a coded alarm in- 
dicating the area of the fire. This is complete fire protection! 












Learn how your hospital can have this kind of UL-approved fire pro- 
tection now. Write today for Couch’s new Modularm Brochure 131. 


onset of idiopathic epilepsy tends to 
occur predominantly from 3 to 10 years 
of age. It becomes, important then for 
the physician to regard a convulsion as 
one of the most important symptoms of 
illness in childhood, one that demands 
considerable thought as to immediate 
treatment, diagnosis and prognosis 
WILLIAM B. SHORT Jr. and HARRY 
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FOOD AND FOOD SERVICE 





Conducted by Mary P. Huddleson 


Where Future Dietitians Are Coming From 


Exercises Delegates at A.D.A. Convention 


MARY P. HUDDLESON 


—_— than 
overran t 
ne 
$Otch annua 
merican Dietetic Assi 


1 


Alternately 


ntal 
was no evidence of the st 


ciated with 40-plus year 


the dispensing Dy an alert 


long handled shoehorns 
the dietitian to be shod wit 
ing 


While the ever-present n 
promised Meccas of 


ale Spc ake rs 


were there with 


more automation in tomorrow's kit 
chen and such pie-in-the-sky as ‘prepa 
ration of a meal with no more mental 
and physical effort than is necessary to 


make a selection on the present-day 
juke box,” one sensed increasing bur 
dens on today’s diminishing supply of 


dietitians 
Some, 
complained privately that they 


submerged in bureaucracy, 
were 
work, with 
The 


soberly _ re 


being smothered in paper 
no Univacs to help them asso 


ciation’s elder statesmen 


flected on the decreasing number of 
applicants to hospital dietetic intern 
ships. (At present there are 200 vacan 
cies in hospital internship courses 
Prospects were brightened later in the 


the offer of H. J 


to subsidize, to the tune 


week, however, by 
Heinz & Co 
of $25,000, a film designed to lure 
fold and to 
provide scholarships to high school stu 
dents preparing to be dietitians 


more dietitians into the 


108 


Wrony OptU 


suts her shoes on 


in conclusion 


FOOD TECHNOLOGY 


WCCK S$ p! pyran Was 


Tops in_ the 
Tuesday's food 


Jane C. Ebbs, special feeding and nutr1 


tion adviser in 


chnology gathering 


the office of the army s 


quartermaster general expressed the 


new premise that atomic energy in the 


field of food techne food 


easier to prepare and store. Transpor 
tation problems may be eased. She en 
phasized however, that no technological 
process, r¢ gardless of the savings in 
weight space an | COST, will be iccepted 
if che | 


process destroys the nutritive 
value or palatability of food 


Freeze 
dehydration and high vacuum process 
ing procedures make possible the de- 
hydration of meats, fruits, vegetables 
and juices which, when reconstituted, 
closely resemble the original product 
She cautioned that “no end product 
will be better than the original raw 
material.” In other words, the quality 
of the original product is still the 
most important factor 

The atomic age will bring food that 
takes less freezer or shelf space, weighs 


process, water 


freezing 


Another 


beans 
an { spaghe tt 


When prepared by 


foods 
letermine the safety of 


foods treated by atomic rays, more than 


10 foods processed this manner 


no toxic eftect and there 


t } 
pro 


were no noticeable 
said Miss Ebbs 
Arc the 
lirector of the 
the Food and Drug 
j 


Sscssion I M Nelson 


livision of nutrition of 


Same 


Administration 


iscussed legal protection of “con 


venicnce foods which he defined as 
any food prepared to save labor in the 
kitchen.” Our relaxed enjoyment in the 
labor saving possibilities of these foods 
was marred by the discussion of wide 


spread mishandling of such frozen 


foods in transportation and storage 


W hile 


the quality of these frozen items from 


there are marked variations in 
different producers, conditioned largely 
by the quality of the ingredients at the 
time of freezing, there is great im 
the quality of “con- 


Twenty years 


provement in 
venience” foods today 
ago rejects of a canning factory were 
sold as baby foods 


proc essed and 
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Sexton occupies an enviable first place in the 
esteem of America’s best-managed hotels and 
restaurants, schools and colleges and hospitals. 


A NATION-WIDE 


Just the names on the Sexton roster of cus- 


NETWORK OF 


tomers indicate that Sexton Foods merit ut- 
most confidence. The way Sexton operates its SEXTON BRANCHES 
entire organization to meet the requirements 
of the institutional trade is especially advan- 
tageous to thousands of exacting food buyers. 
Topping all this, of course, is the uniform high 
quality of Sexton Foods—outstanding in flavor, 
freshness and nutriment—unsurpassed in 


extent and variety. 


FAMED FOR FINE FOOD FOR 74 YEARS 


exton-=/ 
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Frozen “convenience” foods are “safe 


] 


led good sanitary conditions 


provic 
attend their preparation at the point of 
?, ; 


production hey 


they are frozen 


Lided 


ana pr 
rapidly and held at O° F. until used 
| 


The necessary blanching and cooling to 


ir to freezing are 


reactions pric 


re sponsible for any Vitamin 


ld at proper storage 
| products, if of good 
ty originally, compare very favor 

the fresh food 


Mr Ne lson said 


issing the public health aspects 


generally 


Disc 
toods, Dr. Norman B. McCullough 
National Health 


titians 1OOK With suspicion on 


Institutes of 


breakfast egg and the Sunday 


hicken. In the epidemiology of Sal 


onellosis, the bacteria productive of 


infection,’ poultry 


1 no; i y 
) ~O1ISONIN OF 


1 | 
especially turkey) and eggs are prime 
ilprits, harboring more than 5O types 

t Salmonella 
Dr. McCullough, 
mon cold. All of 


year 


Food poisoning, said 
is as Common as the 
us have it two or 


Meat 


practices reas ynably protect 


con 
times a inspection 


and 


three 
meats 
are too few organisms in market 

ise infections, but 
1 and frozen eggs in 
McCullough said. Broken 


as frozen yolks and 


such 
re especially culpable; do not 
ea eo 


products 


g where food is subjected to 


except in baking 
gh enough to destroy 
should never be used 
CLYS cooked at compara 
ires, and never 

foods, he said 


long-term human carrier of 


tood infections can be detected and his 
potential danger nullified only through 
stool examinations and maintenance of 


scrupulous personal hygiene. Elimina 


tion of pests, including flies; purchas 


ing from reputable sources; sufficient 
heat to destroy organisms; proper and 
prompt refrigeration, and rigid sanita 
tion should reduce the incidence of 
such outbreaks, the speaker noted 

ae 


qgay to 


It was pleasant the following 
return to happier aspects of food pro- 
duction: quality food and enjoyment 


in eating. A University of Illinois pro- 
fessor, Pearl Janssen, admitted that this 
is the era of instant, minute and ready 
implied that the 


skill 


recipes 


prepared foods but 


need for artistry and technical 


/ 


with good 
full use of modern 


remains, along 
revised to make 
equipment 


Not 


standards of food 


styles and 


The 


recipes but 


are changing 


only 
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modern pork chop has less fat; proc 


essed rice serves to conserve mineral 


content; more and more frozen vexe- 
tables are used, reducing cooking time 
and hence conserving green color, flavor 


and nutrients, Mrs. Janssen said 


There is increasing tendency toward 


retaining, rather than diminishing, the 


natural flavor of foods, she noted. She 


urged the employment of taste panels 
to determine the quality, for instance, 


of different brands of vanilla. It’s often 


the little items that influence quality, 


she said a little sale in coffee dimin 


ishes bitterness, a bit of cinnamon in 


the chocolate icing enhances flavor 


80 PER CENT ON NORMAL DIET 
Mitct 


1ell, vice president 
food production for 


Margaret | 
in charge of 


Restaurants, Cleveland, re 


stoufter s 


minded dietitians that not all people 


in the hospital are “sick”; there are the 
personnel, the new mothers, the frac 
ture patients to consider, for example 
Further, if it’s true that 80 per cent or 


more of hospital patients are on a so 


called normal or house diet, they 


she yuld be 


happy anticipation to their meals. Key 


able to look forward with 


points in achieving quality food are 
standard recipes, good procedures in 
handling food, good timing in cooking 
for quality, a training program in qual 
ity food service, food tasting, exacting 
supervision. Remember, if your train 
ing doesn’t encourage the right attitude 
profitle SS 


for 


iring the final 


cook it is largely 
make 


seasoning and doneness d 


in your 
Unless you that taste test 
stage of cooking and unless your super- 
vision alerts the employes to quality, 
the other key points will be nullified 


said 


she 

Evelyn Drake, a college director of 
service, added another must in the 
enjoyment of food. Make 


skillfully 


food 
your gue st 
welcome; serve and neatly 
The hospital dietitian’s problem is her 
She should know 


have a 


captive audience 


if the birthday 
luring his hospital stay and take ap 


The 


selective menu should always be ex 


patient is to 
propriate measures with his tray 


plained to the patient, possibly in the 
admitting office. She urged the dieti 
tian to be present occasionally when 
trays are served, another day when they 
are removed—to determine why a food 
Was the breakfast egg re 
temperature? 


is rejected 
fused because of its 
When guests are allowed to select and 
to determine the portion size, a greater 
latitude in foods served is possible be- 


cause waste can be eliminated. Why 


not use more earthenware to retain 


heat in foods until served, a mug for 


Can pick Up tO 


t 


soup that the patient 


] 
consume the contents, more Casseroles 


for escalloped potatoes and ham 
so ons 

Later in 
going was ech 
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consideration in the he 
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at-homes thinkers 


who get things 
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Fitch, executive Lirec 


At a session aptly titled 
Keith A 
tor, Orkin Institute 
tation, Atlanta, Ga., said too little atten 
paid to sanitation in hospital 


trols. 
of Industrial Sani 


tion 1s 
services. The capstone for any complete 


Sanitation program 1S adequate provi 


sion for sanitation Inspection, he said 
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Cleans up to 1250 dishes per hour 























Versatile Hobart AM Design Gets 
the Call— from Near and Far 












Here’s the kitchen work-horse unchallenged for lead- use-—with and without automatic timing plus various 











ership in the whole world-wide dishwashing field. With interlocks—single operating lever actuating thermal 
. output of 50 racks, 1250 dishes or 2250 glasses per overload switch—and a host of other features. 
hour, it’s most widely used in small-to-medium range Whatever the size Hobart unit or application, you 
kitchens—or as a peak-load glasswasher in larger oper- always get the high-speed wash powered by a Hobart- 
ations. And you get all this output—Hobart standard built motor, the high efficiency pump, the exclusive 
° from less than 214 feet square of machine (plus dish revolving wash system. That’s Hobart standard—for 
table layout, of course). the finest wash-rinse system you can buy. 
Whatever your layout—or requirements—the AM If your capacity is more or less, there’s just the model 
design fills the bill. You can buy it in 2-door models for you in the greatest line in the entire industry. See 
for straight-through use—in 3-door models for corner Hobart now .. . The Hobart Manufacturing Co., Troy, Ohio. 
















THE HOBART MANUFACTURING COMPANY, 
Dept. ADV. Troy, Ohio 


Please send me your illustrated 

brochures on these products. 

(0 HOBART DISHWASHERS AND GLASSWASHERS 
() HOBART FOOD MACHINES 

(0 HOBART KITCHEN MACHINES 


Trademark of Quality & for sixty years 


, Ses ties % ae ig 
The World's Largest Manufacturer of 
Food, Kitchen and Dishwashing Machines 
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CAFETERIAS 
SCHOOLS 


HOSPITALS 


w/ , 
/ Normandy 
One of 23 Open Stock Patterns 
In Syracuse China’s 


Hospitality Group 
Packed in cartons — Ready to ship 


For space-saving cost-cutting efficiency... 


With Syracuse’s Trend Shape Normandy 
service, you can get the same number of 
pieces on a 10%” x 15” tray that would 
require a 16” x 22” tray when using conven- 
tional shapes. Trend Shape increases food 
service cart capacity. Features perfect portion 
control. It’s perfectly weighted and very strong. 
Syracuse China stands up better in actual use 
than any other china or china substitute. 


No other line of china can match 
the beauty and performance of Syracuse 








For descriptive literature write Dept. N-1 





profits 


in Soups 
with portion-control pe 


Onion Soup 





Kraft Soup Bases 


Kraft Soup Bases give you these four big advantages: KRAFT 


Soup Base Flavore? 


Economical — One-step preparation— time Profitable— Exact portion control eliminates 
Saving, no waste No expensive labor preparing guesswork on costs—you know your profits 








soup stock to the penny! 


High Quality — Uniform high quality assured by Versatile— Make superb soups. Bring out flavor 


rigid controls through every step of production of foods —effective as an enricher in soup stocks. 


4 POPULAR VARIETIES om 


CS Base 
Chicken Base— Made from freshly roasted Soup Base Flavored with Beef Extract — Made “ith Chicken Fe! 
chicken and other choice ingredients. Makes from finest beef extract, monosodium gluta- 


ilso adds flavor to chicken dishes mate, beef fat and seasoning. Fine for seasoning 





de lic 1IOUSS up 
In 1-lb. jars meats. In 1-lb. jars 

CS Base with Chicken Fat— Made with real Onion Soup Base — Delicious onion soup made 
from a carefully seasoned base and select onion 


chicken fat. Use it for soup, for enriching your 
flakes, toasted golden brown. In 8-oz. jars. 


own soup stocks. In 1-lb. jars. 


Chicken Bos 


*50urs ame season’ 


KRA FT The Nation's Taste is Your Best Buying Guide 


ne KRAFT FOODS COMPANY 


INSTITUTIONAL 
500 Peshtigo Court ® Chicago 90, Illinois 
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ANY MEAL IS ONLY as appetizing as the 
way it’s served...and the best complement 
to good tray service is the tray mat it’s 
served on. That’s why the Blodgett Memo- 
rial Hospital, Grand Rapids, Michigan,and 
so many other leading hospitals through- 
out the nation insist on Roylprints Paper 
Tray Mats. 

In addition to offering patients an un- 
surpassed assurance of cleanliness and 
sanitation, Roy/prints offer a combination 


of extra-strength construction, perfect fit, 


PAPER PLACE MATS 


Royal Lace Paper Works, Inc., Brooklyn 1, NY. (A subsidiary of Eastern Corp.) 


6, December 1957 


What “Complements” 
a really good hospital meal? 


and smart, modern designs—in a wide 
choice of cheery colors (one sure to go 
with your interior motif). If you prefer, 
you can order Roylprints specially im- 
printed with your own name, design and 
color. 

Remember too, Roy/prints are no extra 
labor problem—need no washing. After 
the meal, they’re simply discarded. We'll 
tell you the full story as soon as we receive 


the coupon. No obligation, of course. 


Royal Lace Paper Works, Inc., Dept. MH-12, 
99 Gold Street, Brooklyn 1, N.Y. 


Let's hear full details and see samples of Roylprints Paper Tray Mats 


for hospital use 
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cation technics tO prevent setting an 


Ineihicient time stan lard 


If one word could be called the 


of the convention, it would bx ! ones witl 


in Dr. Black tions, represent 
individual well’s opening address. Sometimes dur its and policies ar 
process of week one felt that too much edge supplies 
beginning I is laid day's wooden idols 


group thinking, mechani 


nade world, th 


Was 
Francis 


Max 


Pick the 


SODASoR EB 
PACK 


that suits you best! 


on 


NEW 
Canister Pak— 
best for 
convenience! 


Conn 
Dicteti Associat 
Wood, chairman 
Stuitution manaye 
5-gallon pail— economics at Ohio 


tops for economy! was named president 


Other members 


board ir¢ treasure 
NOW... in the most modern, easy-to-use containers . . 


direct of the depart 
the foremost CO, absorbent! 


Methodist Hospit il ( ) 
USE SODASORB’... speaker of the house o rf 
world's most widely used CO? absorbent! Geraldine M Pips r, regional nu 


DEWEY AND ALMY TRS, Feo Santee Ses 
CHEMICAL COMPANY Charlottesville, Va., and 
Division of W. R. Grace & Co. Helen f 
Cambridge 40, Mass. * Montreal 32, Canada j j 
- the department of dietetics, Stanford 
*Genuine Wilson Soda Lime <> University Hospitals, San Francisco 


Secretary 


Hawver Anderson, director 
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How Diamond Crystal seasoning packets end 
danger of cross-infection from dispensers 









Old-type salt. pepper and sugar dispensers are « ! Diamond Crystal packets are individual seasoning containers. They 
t Requir tant ter ! 1 servicing. Require stor are disposable and sanitary. Need no servicing. And your patients ap- 










| bulk seasonings preciate their modern convenience, 






Exclusive Diamond Crystal salt. pepper and sugar packets 


are hygienic. Save you money on labor and dispenser replacement 











op fa med season dispensers paper construétion allows the same Send for free samples 





be an expensive problem to method of appleation as old-type dis- See for vourself how Diamond Crystal 


















Son r his LI. ’ ’ an aT . ~ _ g0E71 1 < . . 
hospital Phey ( qUUICK pensers—without the costly need of regu packets can save you time and money. 
Shake nd be need constant clean lar washing. filling and sterilizing. Your Just mail the coupon below. You will 
ing. Re-filling. Sterilizin saving on dispenser servicing alone more receive a free sample box of 100 Diamond 

C onsideru the price of labor today than makes up for the slight additional Crvstal salt. pepper and sugar packets 
servic everal thousand shakers can cost of pac kets. for your own use by return mail. 
really run Ip you! operating ¢ sts 





Mail this coupon for free samples 





Packets solve problem 


Dept. MH. 













Diamond Crvstal sea packets are 


disposable. Hygienic. Eliminate dangers 


Diamond Crystal Salt Co. 
St. Clair, Michigan 











ot cro miectiron trom dis} 


pensers 






Each packet contains a generous serv- Please send me a free sample box of your sea- 


ing of either pure Diamond Crystal salt; soning packets 
spicy ground black pepper: or fine granu- 


lated sugar When the patient finishes 










hy meal, the packets are thrown away. 







lt ; Position 
There is never the danger of broken 






glass dispensers when you serve packets. Hospital 
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Exclusive “shaker” action Exclusive “Shaker action” of 
Diamond Crystal packets al = 
Only Diamond Crystal packets let vou lows controlled application of City State 
shake on seasoning. Their sturdy fiuted OU a a a a a 
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when you 
come here 


you'll find the catalogs 
of suppliers 
most eager 
to help you 


— ta The 1958 edition of Hospital Purchasing File is now being printed. It will be 


distributed early in January. It will, as it has since 1919, contain product in- 

Ao Service 
} formation on thousands of items you depend upon — to help you see, compare, 
! 


select. Be sure to use it. Be sure your staff and department heads use it. 
CORPORATION 
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OMBINING 
and safety 


preventive 


nance into one 


COpIC 
establishes the significant factor that 


actually the two are synonymous. With 


yreventive maintenance 
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not be safety to the degree that 


be pract 





nance and its problen S aS the aver 


| 1 
hospital engineer sees it in Nis efforts 


to convince management that it 1s 
good technic and will benefit the hos 
pital, its patients, and employes. | 
realize, too, that hospital administra 


tors may have an even greater problem 


in selling their engineers on the idea 


of practicing preventive maintenance 
The 


nance 1S 


Pp Irpose of preventive mainte 
to otter 


through a scientific system of planned 


better patient car¢ 
I 


maintenance. The conservation of ma 


chinery and equipment, in this vigor 


ous economy now being imposed upon 


Is, Cannot be overlooked 


Proper care 
and constant inspection by employes 
who use equipment, as well as a car 
fully planned system of inspection and 
service by the institution's maintenance 
personnel, is required 

In brief, preventive maintenance or 
more simply, planned maintenance 1S 
advance 

The of 


maintenance is that it keeps disruption 
the 


action 


great advantage planned 


ot plant services to minimum 


Food quality and sanitation are main 
tained by proper operation of refrig 
eration and recognized standards of 


Mr. Roop is administrative engineer 
Baptist Memorial Hospital, Memphis, Tenn 
This is the first section of Mr. Roop's 
article; the second section will appear in 
January 1958 issue 


the 
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essary data on manufacture of the item and record of repair work done 






Prevention Costs Less Than Breakdowns 


It may take a little money and some effort to initiate 
a sound preventive maintenance program but they will be 


offset by the savings that result in equipment and time 





lishwashing operations. A lower acc! ion show: here 
lent rate can be obtained by diminis} idapted for any hos} 
ing accidents that result from faulty It is safe say tl S S 
equipment and hazardous building will provide any hos} ‘ 
conditions. Peak fire protection and quired f . | 
safety are provided throughout the en untenan hed S 
ire physical plant help is neces | ; 
What does preventive Inte cn record f 
nance program cost Your engineer issue sched sp s. | 
will tell you it will cost ye nothin time cler help, | 
In a way he ts correct, as the dire essary ft I | Qtr 
ind indirect benefits derived from suct Wo tot hours | S 
a program will far surpass both initial and eve ss In sf G 
and continuing expenses crally ne t rr 
However, the program will cost the purchasing de} ( 
little to initiate and maintain. Equiy Inistr f | 
ment data cards inspection sheets, and when the Siz t } 
schedules will have to be printed. Ex not warrant sé 
amples ofa typical fata card and work Nnypimecriny f lepar 
sheet for kitchen equipment are shown en 
in Figures | and All the inforn Wher | 
INSPE N N SER E— RE R KITCHEN EQ PMENT 
FILL O 7 we AR | Re Tew Fe EO PMmeE f t PER Abe Pe ROS 
BUILDING a 
la EQUIPMENT MAKE MBER é Mm F E 
ts MAN FA RER EF ‘ + Ms ¥ FA Re “ et MAKE 
| P 
Ms oR Mm Eu loa EL ANE 
ROUTINE P. M. INSPECTION | SERVICE REQUESTED MAINTENANCE INSPECT./SERVICE. 
came leon OEFECTS conaactan AND [ pare Teac T NATURE OF WORK DONE @ 
——— jo ne ev} PARTS REPLACED 4 wore w PARTS REPLACED 
& | 4 | i 
—_— + + 4 + 
ee | \ i | 
—_— + + + + 
ae mere 2 : | } 
= | | i 
TT Pr - 
Ld = _ ee Die 
Fig. 1: Typical data card for kitchen equipment provides space for nec 
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ERVICE 


with a capital S 







...On your 


HOFFMAN equipment 






It’s not enough to have top-notch equipment in your 





business .. . the finest service possible in parts and main- 





tenance is also a must. Service—with a capital S—is 





emphasized, now, by your Nicholson sales and service 





organization. 





Hoffman laundry, dry cleaning and pressing equipment 
t ‘ £ eq 


has long been known for its superior design, quality 





construction, ease of operation, productive capacity. 





Backing up the complete Hoffman line, the Nicholson 





organization is set up to give you the dependable service 





you need to keep your plant operating at top efficiency. 






From Nicholson you'll get 






NEW equipment design and performance 






NEW prompt maintenance service 






NEW fast parts service 





all that you need to give you maximum production 


at lower cost. 










Nicholson understands your problems .. . your re- 
quirements . . . the kind of help you need. You can 






depend on Nicholson’ 





{ satisfied customer is our first interest 





ICHOLSON 


WILKES-BARRE, PA. 










OF 





Distributors in a princtpal cittes 








W. H. NICHOLSON AND CO., General Sales Offices 12 Oregon Street, Wilkes-Barre, Pa. 
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WORK SHEET FOR KITCHEN EQUIPME 
ANCE 


Barre PLATE OF 


wEaTinG um’ me 


R GAS BURNER 


AND PREVENTIVE 


AIT 


NT INSPECTION 
SE! 


RVICES 


MAINTEN 


nM 


VEGETABLE STEAMER SE GENERATING SERIAL MK 


Fig. 2: Work sheet for kitchen equipment can be adapted for any hospital 


This form is designed for use in quarterly, monthly or weekly inspections 


maintenance progral \ OST 


plant operation will inevitably 


RIC. 


iter. Disruption ot tiIeENnt ¢ 
nean complaints and 


As 


case involving a %% hw 


an example let consider 


ishwheel 


Figure > shows the 


naves to 


drum-shaft bearing block as 


of no preventive maintenance pr 


gram and lack of, or improper, lubrica 


tion scheduling. This bearing should 


be perfectly round and nor elliptical 


as it is in the photograph. Also note 


in Figure 4 the damage to the drun 


shaft of the same machine. Careful 


Figure 4 will 
pipe 


the rear, installed originally for lubri 


bservation again of 


show that the !4 inch fitting to 


cation purposes, has been disconnected 
at the elbow 
rime 


This was done at a prior 
repairs 
never replaced, and went 


when were necessary 


unnoticed 
intil the damage shown was reported 
These factors contributed to an ad 


120 


result 


not mci 1¢ 


TEs 


nec 


personne! 


aintain clean linen inventor! 


inately, other washwheels were avail 


ible for vertime work However 


imagine the predicament if 


irred smaller institution with 


only one washwheel. In addition t 


the loss of the washwheel, outside 


with conse quent addi 


transportation 


laundry services 
tional handling, 
ontrol, would be required 

Patient complaints mo 
pump 


ditt 


Inte 


steam condensate taile 


result of mechanical ulties 


picted 
The 


not 


in Figures 5 and ¢ 


costs in labor and material 


wert as great in this case, as they 


were for the washwheel, but loss of 


condensate which was not being re 


The hospital 
h benefits fr 


renance progral 


ill-backs wil 


lisappear e will be af 


forded the opportunity 


time in maintaining clean, safer are: 
in which to work. His equipment wil 
ike on a neat, well groomed appear 
thus inviting attention and mak 


The 
pre 
for 


r better shoy 


ince 


ing his tasks more appealing 


nonetarv savings resulting trom 


ventive maintenanc may be SC { 


needed plant equipment 
onditions 
The engineer's first objection to a 


preventive maintenance program will 


be the paper work and added time he 


will have to take, which he already 
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NEW DAY-BRITE MOBILEX” 


shallower...lighter...lower in price! 


For high light transmission with low brightness in 


hospitals, an exclusive new Day-Brite design. 


24-inch-wide Mobilex is two inches shallower 


mode rl 
The new 
vet one-third lighter adapts to plaster 


ceilings 


tronger 


ind acoustical 


Faster, easier to install. Available in 2-foot, 4-foot and 


fill-in sections. Hinged from either side for easier main- 
tenance. Two, three or four Rapid-Start or Slimline 
lamps. 

And a new low price. For a demonstration, call your 
local Day-Brite representative, today. He’s listed in 
the Yellow Pages. 


There's a Day-Brite Fixture for Every Hospital Application! 


RECESSED EXIT SIGN. 6” letters, in 
metal stencil face, over red glass. Other 
color combinations, directional arrows 
vailable. Meets NFPA recommenda- 
tions. For fluorescent and incandescent 
imps. Hot-bonded lustre aluminum or 
tin aluminum finish 
New illustrated booklet 
on hospital lighting! 
Packed with informa- 
tion on how to 
illuminate special areas; 


answers questions on 


FREE! 


common lighting 
problems; discusses 
maintenance problems 
and solutions. Fill out 
i . 2 coupon and mail, today! 
71180 


NATION’S LARGEST MANUFACTURER OF 
COMMERCIAL AND INDUSTRIAL LIGHTING EQUIPMENT 
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BED LIGHT. Direct -indirect 
Stainless steel finish. Shielded vents for 
free air movement. Center lamp for 
downward lighting. Baffled side lamps 
for upward, indirect lighting. Easy re 
lamping. Steel body. 


RECESSED NIGHT LIGHT. Hot-bonded 
lustre aluminum or stainless steel frame 
and louvers. Separable hinge for easier 
maintenance. All fixtures approved by 
Underwriters’ Laboratories. 


units. 


CLIP AND MAIL TO: 
Day-Brite Lighting, Inc. 
5455 Bulwer Avenue 

St. Louis 7, Missouri 


DECIDEDLY BETTER 


DAY- BRITE 
Lighting Tirtlu wet 


Please send copies of Day-Brite’s new 
hospital lighting booklet. 


NAME 
ADDRESS 
INSTITUTION 


SID alin Sites Sats in abn Seis coin alan ain ts dhs mamma a 





MAYSTEEL 
CASEWORK 


Today's hospitals, 
staffed by Specialists, 
should be equipped 
by Specialists. 
Maysteel 
“Specializes’’ in 
Hospital Casework 


Far from a casual re-design of simple 
home-style or industrial cabinets, May 
steel Casework is the result of concen 
trated pecializing” to the super-critical 
high standards of hospital demands. Thus 
only in Maysteel Casework can you ex 
pect the wealth of exclusive advantages 


in superior strength, “built-in” styling 
hushed-action drawer and door, the in 
stallation simplicity ind flexibility of 
“unit design” planning, easier cleaning 


modern ‘“‘functional’’ color harmonies, 





working area efficiency, the permanence 
of stainless steel and baked enamel fin 
ish — that make Maysteel Casework the 
equipment pride of your hospital admini 


stration and staff 


CHECK MAYSTEEL FIRST for hel n your new 
b tol or remodeling plans. Remember 
re modern with Steel—and tuned-to-the-f 


with MAYSTEEL 


Pp 
¢ 









NEW MAYSTEEL 


CATALOG 
Covers new Maysteel 
Casework, Cabinets, 


Wardrobes, Floor Plans 
- for every hospital 
working area. Write 


for your copy! 


PRODUCTS 


Sales Office: 738 N. Plankinton Ave 
MILWAUKEE 3, WISCONSIN 


Factories: Mayville, Wisconsin 
Representatives in Principal Cities 


as a result of improper lubrication 





Fig. 5: Screening device on steam con 
densate pump has almost disintegrated 


ontends he doesn't have. However 
if he is supplied with data cards, when 


he makes rounds to check or oil equip 
ment, the necessary information need 
only be transferred from the manufac 

turers name plate. Any mechanic can 
copy such data, and, if it is not avail 

ible, the manufacturer will furnish the 
information on request. The hospital's 
j 


irchasing department can be of assist 


r 
ince in obtaining such information 
The most important thing of all is 
tor the administrator to convince the 
engineer that he believes in sound 
pre ventive maintenance proced ires and 
is willing to offer any reasonable assist 
ance, Monetary or otherwise, to initiate 
the program. His enthusiasm and ap 
pri ach to the project can mean SUCCESS 
or failure of the entire endeavor 
Basic training of user personnel will 
materially aid the engineer in develop 
ing a program of preventive maint 
nance and safety. The “user” should 
be trained in general cleaning, inspec 
tion, and proper operation of the 
equipment under his jurisdiction. This 
includes department heads, as well as 


the operators of the equipment 





Fig. 3: Damage to 96 inch washwheel 





Fig. 4: Drum shaft of same machine 


damaged and elbow disconnected 


Fig 6: This was once a check valve 


on the same steam condensate pump 





| quly | Lon n 
Sate O Operate { re 
purposes orne ! for , | 
1 Was orivzin | 1 Is I 
equipme it functs 1 proper Doe 

superficial, ex } ] n show 
excessive wear, faulty connections 
insafe conditions? This neglect, it 
exists. should b bse 1 by cl I 
ind reported proj 
B ser ns} 1d ned 

ntcnan Ins} { sary 
These n ri s D rdinated 
vith an acce} ( 

untenan pre 

I} S pl r r l } cpr 
yram becomes another function of the 
hospital “tear not that of the eng! 
neer alone If, through cooperatin 


efforts of administration and depart 
ment heads, the program can be initi 
ated, the maintenance staft will feel 
there 1s a genuine interest in an 
need for proper functioning of tl 
hospital's physical plant and 
chanical equipment. The need tor thei 
services will be fully recognized by all 


personnel and the mechanics will be 


revitalized in their maintenance efforts 
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curved for greater comfort 


the curved finger story 


In ordinary, straight-fingered surgeons’ gloves, the glove may 
work against the hand. For every movement requiring flexion, 


greater than normal effort is needed. Tension and finger 


fatigue result. 


To overcome this problem, WILSON research and production 
experts developed the WILSON curved finger glove—a glove 
whose shape conforms to the natural, curved contour of the 
relaxed hand. The result: operating room personnel using 
WILSON Surgeons’ Gloves report greater ease and freedom of 
movement than ever before, and a striking reduction in hand 


and finger fatigue. 


COLOR-BANDED FOR QUICK SORTING 


A DIVISION OF BECTON, DICKINSON AND COMPANY °« 


B-D AND W N, T.M. REG. U.S. PAT. OFF. 
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FOUSEX 





What Housekeeping Means to Patients 


HARVEY SCHOENFELD 


ATIENTS 


v mh th 
grout 


ncounter 1n 


such, they form 


tor the daily hou i 
ance. The patients’ knowledge of go 1 


} ; ' 


housekeeping methods and 
derstanding of general sanitation 


ards make 


them also the 


of critics 


PERSONALITY CHANGES MAY OCCUR 


Patients di 


sonnel 


such other 


rory or 


motionati 


they enter 


must 


Generally, one approac 


ment 


hospital Witt some _ fear 


and 


experience 


not a small amount of anxiety 


devel because in 


This condition 
instances entering a_ hospital 


1 


letely 


most 


into i com) new 


means t 


poing 


1—about 


family, their liveli 


world. Patients are concerne 


| 


tn mselves, tmneir 


hood, and many 
affected. It 
feel 


anxieties. AS a 


other things their 11 


ness has 


they would insecure with 


these result, changes 
may occur in the personality of these 
people and this frequently is reflected 
in the attitude toward the professional 
and service personnel they encounter 
in the hospital 


The housekeeping employe plays an 


Mr. Schoenfeld is director, Barnert Me 
morial Hospital, Paterson, N.J 
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Administrator reminds housekeeping employees of all 


the things they can do for patients, and all they can 


do to them when they fail to do their jobs properly 


EVERYONE KNOWS HOUSEKEEPING 


hospitals today, medical at 


are taken for granted 
This ts bec iuse the irt 
| hnical 


1S till an ghly eC 


one to the average person 


h of the public still fears 
er. This, of course, 1s 

housekeeping function 
The 


housekeeping service lends itself to 


medical care nature of the 


easy comparison with similar practices 


in the patient’s own home. Therefore 


it is viewed with a most critical eye 


this view is /ypercritical 


Frequently 
because of the “feeling” that hospitals 


and cleanliness are synonymous—and 
failure 


Where 
] 


the part of the porter, maid 


so they are! man (on 


or other 
housekeeping 


employes occurs, the 


reputation of the hospital naturally 


suffers. The reflection on the executive 
housekeeper and the administration of 
the hospital is obvious 

The high cost of hospital care moti- 
vates the patient to seek and demand 
value for his money, particularly in 
those areas where he can easily evalu- 
ate the types of services offered. Pa- 
tients are most impressionable during 
their hospital stay. Therefore, the atti- 
tude and conduct of the hospital em- 
ploye play a major part in the total 
impression of the patient's hospital 


experience 


The patient from th 
enters the hospital, spen 


, 
ne seeking CoO 


uture and 


PATIENT'S NEEDS ARE OURS 
} ss 


In order issure tl 


comfort all he tal en 
be deeply concerned with 
and desires of the patient 


would expect if they were in the bed 
and yet at times also ensure the privacy 


all human beings 


} 


and respect to which 


are entitled—particularly under suct 
conditions 

These simple needs of hospital pa 

difficult to fulfill, pro 

} 


vided the housekeeping employe d 


tients are not 
€ 
sires to do his job well. This means 
that he must become an active member 
ot the 


with 


service team He must work 


professional and 


other SETVICE 
employes who are providing essential 
service to the patient. Nursing, dietary 
laundry, engineering and other depart 
ments cannot function well independ 
ently 
operatively that they create a hospital 


Ir is only when they work co 


Without employes who seek always t 
give service, the hospital is only 
bare building, doing no one any good! 
You, as a housekeeping department 
employe, therefore, must actively seek 
(Continued on Page 128 
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(hA 
4 


ge 


onductive Floor Cleaner 
is the floor cleaner 
to carry this listing! 


Relating to HAZARDOUS LOCATIONS 


This 0. R. floor an explosion hazard? Yes—if improperly maintained! Actual 
case records cover well-laid Conductive Floors which—2 short weeks after 
installation — had lost enough conductivity to cause definite danger! Regular 
use of CONDUCTIVE FLOOR CLEANER keeps a safe floor safe—maintains or 
€ven improves conductivity—holds electrical resistance readings well below 
the 1,000,000 ohm mark specified by NFPA Code No. 56. The remarkable 
properties of this Cleaner are now attested by this UL listing—the only such 
listing given a Floor Cleaner. 


— Non-damaging to every type Conductive 
Floor. CONDUCTIVE FLOOR CLEANER is recommended by leading flooring 
manufacturers to keep their floors Conductive after installation! 


If disinfecting is required, Hillyord 
H-3 H-101 is recommended for use on 
operating room floors. Will not offect 


HILLYARD St. Joseph, Mo. ff 
> conductivity, 
Please have ft yord ‘‘Maintoineer’ call and demonstrate safe, easy maintenance of o. 
hospital conductiv rs. No charge or obligation 


Please send rn mplete information on CONDUCTIVE FLOOR CLEANER : “on your stoff, 


not your payroll’ 


Passaic, N. J. 


ST. JOSEPH, MO. San Jose, Calif. 
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LEVOPHED 


«benefited these patients 





in surgical 





more than other pressor drugs...” 


LEVOPHED (levarterenol) given promptly 
raises blood pressure in seconds in 
surgery, hemorrhage, trauma, anesthesia. 


Among 111 patients, “...99 exhibited 
an appreciable increase in blood 
pressure... Many had shown no response 
to blood transfusions alone.’’2 

In another series of 75 patients in 
profound circulatory collapse Levophed 
was found most useful where the 
shock was due to spinal anesthesia, 
sympathectomy or hemorrhage during 
surgery. In this “most useful” group 
the survival rate was 94 per cent 

as compared ‘to 40 per cent in the 


total series.! 


With LEVOPHED — onset of action almost 
immediate ... pressor effect easily, 
accurately controlled... peripheral 
vasoconstriction only... blood pressure 
levels maintained almost 
indefinitely... heart rate slowed, 
coronary arteries dilated, oxygen supply 
to heart increased...shock damage to 
kidney and braift prevented. 





1. Eckenhoff, J. E.; and Dripps, R. D. 


Anesthesiology, 15:681, Nov., 1954. 

2. Sokolo¥f, Louis; King, B. D.; and 
Wechsler, R. L.: Med. Clin. North America, 
38:499, Mar., 1954 


natural antishock pressor hormone ((yinthrop LABORATORIES 





nthrop- Stearns Ine.) 


New York 18, N.Y. + Windsor, Ont. 








READY NOW! 


... from 


TARNELL 


HOSPITAL CASTER With 
Rubber Expanding Adapter 


v 


& 


The rubber used in this expanding adapter 


has a very high compression ratio. The 
adapter can be left in the tubing for long 
periods of time, yet will retain its elasti- 
city, releasing easily. It is so designed to 
support the bed tubing eliminating undue 
strain on the metal—contacting the tub- 
ing at two points giving perfect alignment. 
A size for every popular bed tubing— 
round; from 7%" to 1.9" i.d. Square: 1" to 
2" i.d. Easily installed with just a few turns 
of the hex nut, 


Free MANUAL 


Consult the yellow pages 


of your telephone directory 


DARNELL CORPORATION, LTD. 
LOS ANGELES 
WALKER STREET, NEW 


INTON STREET 


(Continued From Page 124) 


to help the patient, his family, and 


visitors. Every housekeeping job or 
task performed must be with consid 
eration for the patient's needs and con 


Work around the 


ot torce the 


dition 
patient to 
Let hin 
him. Be 
Many 


alone be 


what would be easier for you 


know you are interested in 


friendly, but not too much so 


mes persons want to_ be 


cause they do 


not teel well. Theretore, 
it they do not answer or if they growl 
at your greetings, remember their con 
dition and do not hold it against then 


Greet 


them and try to 


them the next time you see 


A , 
Keep them cheerful 


Frequently doing your work in 


patient areas, you will overhear 


physi 
cians and nurses talking abour the con 
dition of patients or what is wrong 
with tl This is confidential infor 


mation nember of the hos 


pital te must not repeat this 
informatiot Hospital peopl 
that they hold a position of 
one wants to harm a sick 
if such a person learns trom 
his condition for the 
SNOCK could Very we 

harn Intormati 


} { ] 
ICCICs 


recor 
is confidential 
liscussed witli 


ask you to find 


Iry S WOrk SO) 


you are not Working In patient ircas 


The re are many 


luring visiting hours 


other chores be d tor 


which can 
trate 


Vis! 


ippreciate not being 


these hours when the heavy 


would make your efforts useless 


tors and patients 
| 


disturbed iring this time, so. that 


they can the most out of ther 


visit. Be however, that you are 


creating a good impression on the vis! 


tors by having the area “as clean as 


a whistle” before visiting time. You 


will be pleased with the comments 


of the visitors who recognize, very 


quickly, a job well done 


Occasionally you will notice that 
certain tasks are not being carried out 
because of illness of other personnel 


If the 


Scrve 


head nurse aSKS 


trays, Or Carry 


you to help 
linen to the floor 
hopper, or a similar request, give her 


your help and do it cheerfully. If ic 


patient. Do 


conform to 


means that you will be away trom yout 


duties for some time, ask her to notify 
your supervisor. In this manner yot 
ensure that 


This 


nony! It 


will aid the patient and 
the am” is Operating properly 
means: Dont stand on ceret 
1 other cm 

all chore 

they in 
too! Pa 


} ’ 
ipou 


ARE WE PATIENT-MINDED? 


ploy 


The ho s( kee ping 


permit 


favors, xg 
rionship of 
tients. This ts 
It you play fav 
you are 


vulity © 


ind you have broken fairl 


who believe in you 


Always keep the patient in mind 


He« is the reason tor all hospital work 
j 


He needs your help every day. If you 


alw iVS strive tO aid him to the best 
of your ability, you will gain in every 
wav and your own life will be en 
riched in the knowledge that you have 
helped those less fortunate Remember 
could very we % 

| ll t 


Ask 


carrying out your 


always that you 


one of those patients yourself 


Are you duties as 
k 
you would have the housekeeping em 


ployes act when you are a patient 
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The lowest price a 
can be highest 


when buying laundry machinery 


» LolU ime [-)aaalola-migelan 
———— THE AMERICAN LAUNDRY MACHINERY COMPANY 








rtant factors in making 
just as important as the 


that determine price 





We invite vou to tear out this page and ask these 
questions of your American Man from the Factory 


before you buy any laundry machinery 


You get more from 
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VISIBLE 








WON’T SLIP. 


ribbed rubber strips on back 
revent slipping or scratching 


Jesk top QUIET! 


LASTS LONGER. Kraft pockets have 13” 


acetate tip... larger, heavier materials 
yr longer service and less frequent re- 
placement. 


PRINTED RECORD FORMS . 


a wide assortment of forms in stock or 


Acme has 


special design. Ask for samples to select 


the specific record card you prefer. 
Services of experienced field representa- 
tives and our Hospital Systems Department 
are available to analyze your requirements 
and to recommend the most practical sys- 


tem, method or procedure. No obligation. 


Bema v'sisce | RECORDS. INC. 


CROZET. VIRGINIA 
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FOR DOCTOR’S ORDERS 


(medication and treatment) 


NEW ALUMINUM POCKET FRAMES TRAY TYPE, 


with flanges on each side for rigidity 


EASY TO USE. Pockets with metal hinges per- 


manently attached are suspended from indi- 
vidual metal card hangers. Any card may be 
without disturbing the hanger or 


yr pocket and hanger may 


removed 
other pockets 
be removed together and others shifted up 

down to reinsert the pocket for a new rec- 


ord in proper sequence. 


4 SIZES 


Capacity Item No 


Card Size 
6x 4° cards 24 AT-HP.641] 
6x 4 cards 40 AT-HP-6415 
8 x 5 cards 20 AT-HP.8511 
8 x 5° cards 36 AT-HP-8515 


MAIL COUPON-TODAY/ 


rie ie VISIBLE RECORDS. INC. CROZET VIRGINIA 


Please send us booklet 
#971 Acme Tray Cabinets & Card Books 


#997 Hospital Record Efficiency #975 Acme Flexoline Catalog 
Have representative call. Date Time ex 


We are interested in Acme Visible Equipment for records. 
Pp 


kind of record 
HOSPITAL 
ATTENTION 


CITY 





NEWS DIGEST 


California Elects Howard Hatfield . . . Sloan Foundation Makes Additional Study 


Grant 


Nurses 


Ousted Administrator Sues Hospital . 


Reach Agreement 


California Hospital Association Chooses 


Howard B. Hatfield as President-Elect 


BEACH, 
ALI Howard 
Hattield ad 


LONG 


ect of the 
Hosp! 


ilitornia 


of Me i Cal 


County 


lirecto 

San Die 

errell, president o 1 Amer 

pital Association ind Georyve 

the Health In 
j 


indation, discussed trends 


1 
1 financing of hospital 


off 
ion Were: treasurer, George A 
Alam«e la He s 
sister 
Marys 
William 
Men 


Smits, admin 


Imunistrator of 
| Alameda and trustees 
Mary Rose, 
Help Hospital 
LD. May, administrator of 
Hospital, Modesto; J. I 
trator of Children’s Hospital, Los 
Angeles, and E. L. Jury 
tor of Redlands Communit: 
Redlands 


Delegates to the 


administrator of 
San Francisco 
orial 


iS 
administra 
Hospital 
American Hospital 
Association house of 

Heerman n 
Hospital Society, Los An 
George I W ood, executive 
Peralta Hospital Oakland 


iministrator of 


Ritz | veneral 
Lutheran 
geles VICE 
pres! lent 
Ralph J. Hromadka, 
Santa Monica Hospital, Santa Monica, 
and A. E. Maffly 
Memorial Hospital 
representatives on the 


Western 
Stadel, and 


administrator of 
Herrick Berkeley 
California 
Association of 
Hospitals are: Dr. W. W 
Robert Harding, administrator of En 
Chico 


board of the 


oe Hospital Alternates are 


130 


ae. j. 4 administrator of 

Ross General Hospital, Ross 

Frank R. McDougall, superintendent 

of Donaid N. Sharp Memorial Cor 
Hospital Diex 


siemens 


and 


san 


Administrators to Study 
Under New Sloan Grant 
N.Y The Altre 


ation has given Cornell 


ITHACA 1P. Sloa 


nd 
ersity a supplen 
S| O0O.000 
program fe 
it was announce 
Under the gra 
administered by the Sloa 
' 
of Hospital Administration 
a limited grout of h Spica 
trators will be chosen 
three years to 1 SIX 


The 


selected on a nation 


tne next 


weeks on the Cornell 


participants, to be 


wide basis, will pay a nominal charge 


The major part of the cost, including 
room and board, will be 


the grant 
will include trends 


lical care and hospital 


The curriculum 
in m¢ adminis 
tration, administrative theory and prac 


{ 


tice, research methods and opportuni 


ties in hospitals, and financial trends 


affecting health administration 


Fund for Dr. Alan Gregg 
Established by Council 
New YoOrK.—A 
the late Dr. Alan Gregg, tormerly vice 
Rockefeller 
tion, has been established by the Na 
Health 


used to support the 


fund in honor of 


president of the Founda 


tional Council. Contributions 


will be council's 


health careers program, which is de 


signed to help meet the shortage of 
qualified health personnel 

Dr. Gregg, who died in June at the 
age of 66, served for 37 years with 
the Rockefeller Foundation, 20 of 
them as chief of the division of med 
ical sciences. He also had been an 


adviser to the National Health Council 


Washington Hospitals and 


Trustee Heads Nebraska Hospital Association 


Indiana Hospital Group 

Elects Emery Zimmerman 
INDIANAPOLIS Emery K. Zin 

r of Elkhart Gen 


merman, admuinistrat 


Hospita Elk} if Was name { 


he Indiana Hospita 


eral 


vention 
Me 11¢ il 


{ 


Indiana officers, seated, left to right 
Albert G. Hahn, executive secretary; 
Olive M. Murphy, president; Emery K. 
Zimmerman, president-elect; standing, 
left, Albert L. Boulenger, vice presi 
dent, and, right, Robert W. Carithers, 
treasurer 


reelected the association's 


Boulenger, administrator of 


Albert | 1 I 
Good Samaritan Hospital, Vincennes 

president. Herbert A 
ot Henry Count 


Castle, is imn 


was clected vice 
Schacht, administrator 
New 


past presi ient 


Hospital 


ot the issociartion 
Robert 


administrator 


Reelected were treasurer 


W. Carithers 
ot Methodist 


assistant 
Hospital, Indianapolis 


and executive secretary Albert G 


Hahn, 
New 


Evansville 

Joseph P. Hilger 
trustee of Bartholomew Hos 
pital, Columbus, and Wilbur C. McLin 
administrator of Community Hospital 
William A. McAlexan 
der, Clark 
Memorial Hospital, Jettersonville 
elected to fill the unexpired term of 


Mr Zimmerman 


trustees are 


County 


Indianapolis 
administrator of County 


Was 
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FOR SERV 


E... BEAUTY. . COMFORT... QUIET 


Montefiore Hospito!, New York City 


J 
: ( 
WITH ¢ , —_s buning 


In appearance and performance, Vina-Lux Quiet, resilient and safe underfoot, Vina-Lux 
vinyl asbestos tile is the right resilient floor- stays clean and bright with simple mopping — 
ing for every modern hospital requirement. is impervious to spilled foods, medications, 
Its color and styling make Vina-Lux a pleas- —_ wheel and foot traffic. Samples and descrip- 


ure to see... a pleasure to live with. tive folder are yours without obligation. 


Remember ...Vina-Lux costs less to own per foot per year! 


AZROCK FLOOR PRODUCTS DIVISION 


UVALDE ROCK ASPHALT CO. 516 FROST BANK BLDG. @ SAN ANTONIO, TEXAS 
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Ousted Administrator 
Sues Hospital for Pay 
Plus $200,000 Damages 
DENVER In led 
Court 
Huvhes, tormer 
il Rose Memorial Hospi 


HiCLally 


ad in 
Hu 


i.dmuinistrator 


complaint file 


here last month 


District 
bert W 
f the Gener 


ce Was lismissed 


allowances, lite 


ince 


penses, plus $200,000 1; 


The complaint charged th 


Peralta Hospital 
protects vital services 
... Allis-Chalmers 
diesel drives stand-by 
electric generator 


\ hen the 250-bed Peralta Hospi 


tal at Oakland, Calif., installed a 


300-kw generator for 100 percent 
electrical stand-by, they chose an 
Allis-Chalmers diesel engine for 
power. Completely automatic it 
picks up the entire load in seconds 

stops again when commercial 


power is restored. 


Responsibility — for every Allis 
Chalmers engine generating set is 
backed by the company’s outstand 
ing reputation in the engine and 
electrical fields 


ALLIS CHALMERS, BUDA DIVIS 


r 


n 


pitals abrupt and unlawful termina 


tion of Hughes employment contract 


greatly curtailed and impaired” his 


opportunities for employment in the 


field of hospital administration 


The complaint alleged that Hughes 


who became administrator of the hos 


in 1949. had a tive-year contract 


employment beginning August | 


954. which was breached when the 


lefendant hospital notihed him on 


19 that his employment 


terminated and requested him to 


vacate his office and have his pet 


sonal belongings removed therefrom 


SDCSG 
generator 


This Allis-Chalmers 2505 


diesel ts driving a 300-ku 


Many Models, Any Fuel — 5 to 
300-kw capacities gasoline, 
natural or LP gas, or diesel fuel.. 
50 or 60-cycle and range of voltages 
to match your needs. 


Service — includes consultation on 
your requirements, practical equip 
ment recommendations, economi 
cal installation and operational 
service as required. Call your Allis 
Chalmers engine dealer or write 
for detailed information 


MILWAUKEE 1, WISCONSIN 


ALLIS-CHALMERS 


BG-17 


132 


Queried about che complaint less 


Kortz, chairman of 


said he did 


the hospital board 


not care to Comment for 
this time 


Kortz told The 


wi ont 


publication at 
This ts a hospital 
MODERN Hospital ind 


want to vet into fight abo 
Or COU 
We 


\ 
what we 


public 


this rse, we think we wer 


right feel we 

fied in 

plaint is uncalled for 
Termination of 


Mr. Hughes 
? but che 


lowed 
195 complal 


the hospital board’s ettort 


vet him to resign for “he 


Was unyjustificd 
There Were 
ot health which 
terfere with pl 


nis Cor 


1 of his ter 


perform 
to the en 
sulated. The hospita 
tees, officers and agents 
tice to Hughes, then ‘n 
nouncements b mn t il 
of hospital employes an 


ibli 


harging that plat 


press 
from his position 
letenda 
health 
ible 
time administer 
thereatter 

Thes¢ 
without 
leged in 

Hu 


yhes 


VERMONT HOSPITAL ASSOCIATION 


New officers of the Vermont Hospital 
Association, elected at the annual con 
vention in Montpelier on October 17, 
are, left to right: president-elect, Ralph 
R. Betts of St. Albans; 
Alex Nemeth of Rutland; president 
Lester Richwagen of Burlington, and 
treasurer, Frederick Hale, Burlington 


secretary, 
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#355 ASG a Whig 2 Race ig tag) Me é 


oS so a 


* ‘ 
= ER arr were 


Providence Hospital in Oakland, California, has years of experience in using latex paints 





When Providence Hospital built this new addition, latex paints were specified—based on experience! 


Durable! — Another reason 
why Providence Hospital uses latex paints 


Whenever exterior masonry is to be painted—save money 


It’s the latex that makes latex masonry paints stand up in 
with the handsome durability only latex provides. For the 


ill weather—without losing color 
names of latex masonry paint 


Latex masonry paints offer many advantages over old manufacturers. write THI 


wont mildew. won't vellow. won't 
They chalk gradually land, Michigan—Plastics Sales 


) 


fashioned paints They DOW CHEMICAL COMPANY, Mid- 


retain dirt. They are self-cleaning 
evenly. What's more, they resist: alkali 


Department Pl. 1844 I 


YOU CAN DEPEND ON 
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gives instant contact 





At last, the medical profession has a really 


personal, portable pager Motorola's new 


Handie-Talkie® Radio Paging System. Atthe 


ch of a selector button 


a particular doctor 
nurse, anywhere in the hospi 
leliver any message to him, and hin 
‘ 


An alerting buzz s« s if 


10-ounce RADIO PAGER whi 

person carries, while all other receivers 
remain silent. The voice message follows 
y the person paged. There 


ights or annoying personal 


heard only | 
are no bells, | 
address calls this time-saving Mororola 
personal pager that slips in the pocker, 


It does it all 


instrument bag, or clips to che t 
Where an existing paging system cannot 

be completely replaced, Radio Paging 
supplement for use 
by key roving personnel during the day or 
les installation and 


guaranteed maintenance 


offers a nominal cost 


night. Motorola provi 


_ SELECTIVE 


RADIO 
PAGER 


with hospital staff 


With convenient Pocket Pager, emer- 
gency or routine messages are trans- 
mitted instantly, positively. 


Operator pushes proper button on se- 


6 lector box, desired pager buzzes, personal 
voice message follows 


MOTOROLA 


radio paging systems 





MOTOROLA COMMUNICATIONS & ELECTRONICS, INC. 


SEND 
COUPON 


A SUBSIDIARY OF MOTOROLA, INC 


4505 AUGUSTA BOULEVARD © CHICAGO 51, ILLINOIS 





TODAY 


for illustrated 
folder containing 
full information on 
the Motorola Radio 
Paging System and 
applications. 


NAME 


HOSPITAL 


ADDRESS 


CITY 


STATE 


Record Number Attend 
24th Oregon Convention 
Fred L. Morris, ad 
Grove Hospital 


EUGENE, ORI 

mustrator of ¢ Ora Le 
Cottavge Grove, was chosen president 
elect of the Oregon Association of 
Hospitals at the 24th annual meeting 
here November 3 to More than 170 
persons, a record attendance, wer 


pre sent 
Paul R. Hanson {1 rator of 
anuel Hospital Portla succeeded 


M. Welch, administrator of 
iritan Hospital, Corvallis 


Albany 


Officers of the Oregon Association of 
Hospitals are (I. to r.): Fred L. Mor 
ris, president-elect; Marjorie Sexton, 


vice president; Ben Hecht, secretary 
treasurer; Paul R. Hanson, president 


ind Ben Hecht 
Vincent Hos 


‘ 


president 
manager of St 


land, was reel secretary 


Named felegat to th American 
Hospital Association was Glenn How 
ell, administrator of Hood River Me 
morial Hospital Hood River Wesley 
Lamer, administrator of Physicians 
Surgeons Hospital, Portland, was 
sen as alternate 
Dr. Kenneth B. Babcock, director 
of the Joint Commission on Accredita 
tion of Hospitals Chicago, enumerated 
the four R's” that add Ip 


NOSpital Care These are the respons! 


to quality 


bilities, rules, records and reviews that 
are established as principles for hos 
pitals that wish to attain accreditation 
Dr. Babcock explained 
In discussing a public relations pro 
yram for hospitals, Mark B rke, direc 
of Mount Zion Hospital, San 
Francisco, Comment that the public 
wants to be on the inside of medical 
affairs. Explanations and a_ friendly 
ittitude on the part of hospital em 
ployes are prime considerations, he 


| 
vill 
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ACMI HEMOSTATIC 
BAG CATHETERS 


...for a choice of catheters 
that have always served better 
because they’re made better 


When successful clinical management calls 
for dependable hemostasis and positive 
drainage, leading urologists and practitioners 
have long relied on ACMI Hemostatic 

Bag Catheters—characteristically superior 

in purity of latex and in every detail of 
construction. Rigid inspection assures 

accuracy in size and uniformity of inflation. 


FREDERICK J WALLACE. President 


American (ystoscope Makers, Inc. 


8 PELHAM PARKWAY ~- PELHAM MANOR, N. Y 


YOU CAN ALWAYS RELY ON ACMI 














Washington to Convert TB Pressure on a hospital be accred gave briet reports of trends in edu 
Hospitals to Mental Beds, ited will increase as the public grows cation and supply All came up with 
aware of the implic icions of accredit the same answer: Not enough of these« 
Governor Tells Delegates tation or lack of accreditation, Dr trained persons are being educated 
SEATTLI Babcock said. If hospitals take the and not enough are moving into the 
Conversion of un Opportunity to improve their stand state to meet the demands of existing 

needed tubercul irds_ voluntarily, they will continue and new hospitals 
sis hospitals t ce of outside domination. h« pre Charlotte C. Dowler. R.N.. admin 


help meet the de American hospitals are the istrator Of Shelton General Hospital 


mand for menta best the world, but there always Shelton, was installed as president 


facilities was is room for improvement, he con Raymond F. Farwell, administrator of 


pledged by Gov cluded Swedish Hospital, Seattle, was chosen 
} 


Raymond F. tarwe 1 ’ : : ’ 
. Albert Rosel Mr. Berke presented specific exam yresident-elect 
I I 


lint of Washington, at the 25th annual ples of methods and materials used The first personal lite membership 
meeting of the Washington State Hos it his hospital to strengthen relation in the association was conferred on 


pital Association here November ( ships between the hospital and the Cecile Tracy Spry, R.N.. administrator 


ind medical staff, employes and patients of General Hospital of Everett since 
The governor, who was a_ trustec Ten spokesmen for the principal 1930. Mrs. Spry was a member ot 


t King County Hospital, Seattle, tor paramedical groups in the hospital the first board of trustees when the 


of! 


six years while serving in the legis state hospital association was formed 


lature, promised the 350 hospital dele NOTICE TO READERS in 1933, and she has since been the 
yates scientific facts would take prece associations presi lent president oft 
the Washington Strate Nurses Asso 
ciation; president of the Association 
of Western Hospitals; third vice presi 


eral speakers, including Dr. Kenneth Volume 88 was bound into the June is- dent 


B. Babcock, director, Joint Commis sue. The index to Volume 89 (July to ciation, an 
December) may be obtained by address the American College of Hospital Ad 
ing a postcard or letter requesting a ministrators, of which she is a charter 
copy to The Editor, The Modern Hospi- fellow 
tal, 919 North Michigan Avenue, Chi 

A teatu 1 Meeting was pub 
cago 11, Ill. There is no charge 


- Before you send to the binders your 

1e1 ver polit 

‘ _ eo _ , copies of the 1957 issues of The Mod- 
The growing influence of the public ort Masaitel. cas oll ean © cete of 


} 


P t t up hy \ 
over hospitals was pointed up by sev the index to each volume. The index to 


of the American Hospital Asso 
1 second vice president of 


sion on Accreditation of Hospitals 


( hicago James I H irc excculive 
editor of Hospitals magazine, Ch1 
cago, and Mark Berke, director of 
Mount Zion Hospital, San Francisco 


lication ot 120 page vearbook con 











Cn CUF (LOOT 


io " te ALL YOU DO (S INSERT THIS PRE- 
THIS NEW TRAVAD DISPOSABLE LUBRICATED TIP, OPEN THE FLOW- 








NEMA MEANS AN EASIER JOB 
youn LESS WORK FOR US.- DOES CONTR VALNS . . . > SQueese 
AWAY WITH EVERYTHING ON THAT GENTLY - EASY AS A-B-C / . 


\_ TABLE ...NO FUSS...NO MESS. 








THE SIMPLEST (I'VE SEEN 
_..t LIKE THAT HANDY 
POCKET FOR THE TIP. 









































Morton Grove, illinois 
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Nebraska President-Elect 
Hospital Trustee Named 
LINCOLN, NEB Josep! QO. Burger 
of Nebraska Methodist Hos 
Omatl ind executive director 
Blue Cross-Blue Shield 
( president-elect of 
Hospital Association at 
October 18 


+ 


Memorial Hospital 


Washington Hospitals and OAD posi ag ae Se ee ee ae 
5 pr | I her Officers are v1 president, Eu 

Nurses Reach Agreement Bey panes gree th i Re 
on Four Basic Principles f the aprecment t is suggested ryan Diewsiel Binal Eimcile 
rinciples tt procedure t st thr retary {ward ilken, presi 

t Mary 

Hastings 

Sister Mary 


of St. Mary 
assistant ad 


ibeth Hospital 


issistant 





Write for sample and information. 
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Ss Se = - = ee - 
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AND NOTICE THIS FEATURE... .18 INCHE 


OF PLASTIC TUBING FOR EASIEST 

APPLICATION IN ANY POSITION. NOT A = 

SINGLE ATTACHMENT TO BOTHER WITH / | ->— 
YES, IT'S OBVIOUS WHY 


TRAVAD is 
RECOMMENDED FOR 


HOME USE, Too. 


Th oS 























Pharmaceutical Products Division of BAXTER LABORATORIES, INC. 
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New England Hospitals 
Start Chain Reaction of 
Fire Safety Institutes 
CHICAGO Fire satety institutes 
n New Hampshire in October 


PURE VINYL resulted in additional meetings in 
( nM I I I Maine { Massachu 


in in 


SURGICAL tt t. Robert McGrath of the Chi 


Department reported last 


TUBING ‘ a ‘ ‘h w Hampshire euniias 


State hospital asso 
* NON-TOXIC mation a irtended by | presenta 
* CHEMICAL RESISTANT tives from Maine and Massachusetts 
* CLEAR —FLEXIBLE \ 1 Le. McGrath to conduct 
* STERILIZABLE nstitu their states 


* SMOOTH—INERT lans also are under way for inst 
t Upper Peninsula of Mich 


December, for meetings 








Island and Oregon 
institute in 

. Heart Clinics, at | tig 
, Hospita hav } nt . Lt. McGrath con 
ised MAYON plasti lucted a ite at Sturdy Memorial 





' ’ ' usc ' : : a: : 
nd genet ospital, Attl Mass., which was 
d genera 

Ot) per 


nber fron 
in Port 


Novem 


SEND FOR CATALOG SHEETS AND PRICE LIST 


MAYON PLASTICS 


415-17TH AVE. NO. « HOPKINS, MINN. Or ror 
Phone: WEst 5-2187 ind 100 nursing | 


Lt McGrat 


lar 


DESIGNED 
700 Attend Convention of 
TO FIT THE ee 4 , Nursing Home Association 


ATLANTIC City, N.J.—Ira O. Wal 
1ac¢ New Castle Ky Was elected 
j a ; president of the American Nursing 
ota Home Association during the group's 

DECOR P ‘ ; annual convention here October 9 

; More than 700 nursing home 
This smart, colorful a eo ministrators attended, making it the 
setting of American- +s largest convention in the association s 
Olean Tile shows how : A "2 history, according to Frank C. Bate 
well a Halsey Taylor TS man. executive director 

cooler can adapt itself es ; Also elected were Ist vice presi 
to modern treatments lent, Florence Baltz, Washington, III 
Whether it’s a cooler ’d vice president, Lewis Gash, New 
or fountain, Halsey s ’ ark, N.J 1d vice president, Alton 
Taylorstreamline styl- Barlow, Canton, N.Y.; 4th vice presi 
ing is an important ad- 2 4 dent, Clarence Reding, Fresno, Calif 
vantage to you! aa ; and Sth vice president, Charles 

The Halsey W. Taylor Co., : Schmid, Fucson, Ariz | 
: frames] |. T. Wheeler of Matthews, N.C 
Warren, O ‘ was elected secretary; Morrill S Ring 
of Medford, Mass., was named treas 
urer, and Mrs. Honour Huffman of 
Logansport, Ind., was elected historian 
The 1958 convention of the asso 
ciation will be held in San Francisco 


from September 8 to 11 
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rte OSU tO WASH) + 


VvicCKesson AQUALORS 


Just remove door on top. Then wash the coils with 
hose or large volume of water! 


,, Don't worry! Large-diameter drains 
mean quick removal of wash-water. 


A great convenience to service personnel. 


Only McKesson Aqualors have this feature! 


100% HUMIDITY MAINTAINED 
BY THIS MODEL 1150! 


Nebulizer is located in bellows-tube 
connection. Easily removed by service 
personnel. 

STANDARD AQUALOR (Model 
1155) is identical to Model 1150, ex- 
cept for High-Humidity feature. 


go eo Lighted 


Control Panel 


note oxygen flowmeter 
(center), temperature and 
we, venulation controls (left 
m, and right), oxygen con- 


pee 


= trols (bottom). 





for full 
information 


en oe 
OXYGEN TENTS 











McKESSON APPLIANCE COMPANY * TOLEDO 10, OHIO 


Vol. 89. No. 6, December 1957 139 





Hospital Construction 
Expected to Rise in 1958 


WASHINGTON, D.< New hospital! 
nerenes ss ) exceed 950, and possibly the 
the postwar years 

Mr. Cunningham said 

58 were based on stati 
by the F. W. Dodge 
New York publishers 
ERN HOSPITAL, Archit 
sweets Catalog Service 


n news servi 


Add extra bed space 
in existing room area 


trol even the most severe odors. Airkem 


odor-control programs are currently 

simplifying management nd mainte- 
odor nance problems for over 1,000 hospi- 
odor tals in the United States and many 


ble for others abroad 


Write today for literature on Airkem 
odor-control programs for hospitals. 


spon pe low 





AIRKEM, INC. 

241 East 44th Street, New York 17, N. Y. 
Please send me information on the Airkem 
program for hospitals 

Please have an Airkem Field Engineer call. 


Title 


Zone 





edor control and sanitation programs 


W irk 
reasonable 
reached the 
hospital be 


will soon be 


South Dakota Association 


Elects Sister M. Rosaria 
Sioux FALLS, §.D.—Sister M. R« 
aria, administrator of Sacred Hea 

Hospital, Yankt is nan 


lent-elect of U Dakota 


pital Association during 
convention here October 15 

Horace Atkin. administrator 
Community Memorial Hospital, Red 
field, was elected president, succeeding 
E. B. Morrison of Sioux Falls 

Other officers include: vice presi 
lent, Stanley Costello of Aberdeen 
secretary-treasurer, Zella Messner ot 
Pierre, and trustee, Sister M. Stephen 
administrator of St. Joseph's Hospital 
Mitchell. Mr. Morrison was named 
American Hospital Association dele 
gate, with Mother Cornelia of St 
Luke’s Hospital, Aberdeen, as alternate 
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Ultra-modern Main Kitchen at St. Elizabeth's Hospital in Believille, Illinois. Architect 
Henry R. Slaby of Milwaukee, Wisconsin, specified interiors of Natco Ceramic 
Glaze Vitritile and exteriors of Natco Buff Roman Face Brick. Contractor was 
Bauer Brothers Construction Company of Belleville. 


St. Elizabeth’s Hospital—where Corridors, Laundry, 
Kitchens, Power Plant, Laboratories, Wash Rooms, Lockers 
and Food Storage Rooms, Cafeteria—even the Chapel have 
an always new look, thanks to NATCO Ceramic Glaze Vitritile 


St. Elizabeth's Hospital at Belleville, Illinois, presents a striking 
example of the use of two major products. The exterior walls 
are Natco Buff Roman Face Brick while interiors feature Natco 
Ceramic Glaze Vitritile combining permanence and beauty in 
a wide range of locations. 

Builders find Natco Ceramic Glaze Vitritile also offers other 
important features in a single building material. It makes 
sound, fire-proof structural walls and partitions, plus a colorful 
wear-resistant interior finish in a single operation . . . at one 
cost. Years after installation it will retain its new look because 
soap and water maintenance Is all it ever needs. 

Finally, Natco Vitritile is available in 21 standard colors 
(including the new speckled glaze) to permit selection of the 
shade needed for pleasing appearance and proper lighting. 


SIZES AND SHAPES 


Nominal Tile Face Nominal 
Face Size Size Thickness 


7%" x 15%" 2”, 4" 
5\4e" x 1134" 2”, 4°, 6", 8” 
5" x 7%" 2”, 4”, 6", 8” 


FT... 
rai 


CORPORATION 


GENERAL OFFICES: 327 Fifth Avenue, Pittsburgh 22, Pa 

BRANCH SALES OFFICES: Boston « Chicago e« Detroit « 

New York e Philadelphia e Pittsburgh e Syracuse e NATCO 

Birmingham, Alabama e Brazil, Indiana quan 
ciat reoeucts 


IN CANADA: Natco Clay Products itd., Toronto rerrmr yy) 





Replacement Program Is 
Hit of Blood Meeting 
( WIN Py } Page 2 


ince issociation 
members di 


in order to 


Mr. Orsini 


At rER youl flo I Pha been ( le ined 
ind waxed, you « easily maintain 


their original shine 


KEEP FLOOR SHINE LONGER 


Fresh wax is a tough, transparent film 
which 
ind enhances its beauty. Dirt, grease 
foreign particles from traffic 
imbedded and spoil floor appearance, 

well as causing extra wear. A daily 
buffing with a No. 1 Brillo Solid Dis« 
Steel Wool Floor Pad removes this 
dirt and hardens the wax 


] 
clean gle imMing floor, 


protects your Hoor from wear 


he come 


le iving a 


every time. 


ministrative portion of the blood trans 
“ } 
bill and 


blood portion of the bill 


fusion a replacement value 
on the 
itient 


lone, Mr 


responsibility on the 


It this were Orsini sat 


it would put the 
patient to support the voluntary blood 
lonor progran 

A history of blood transfusions and 
the problems involved 


} 


in replacement ot blood 


Statement of 
and prepay 
Martin 


Dr. Ackart stated the position of the 


ment plans was given by Dr 
Blue Cross Plan on the problem. He 


said that since 1952 Blue Cross has 


with 


> BRILLO 
~ | FLOOR PADS 


make your waxing 





last twice as long 





YOU SAVE FOUR WAYS 
Daily dry cleaning with Brillo Floor 
Pads makes your original waxing last 
twice as long. You benefit four ways 
because: 1. You preserve the floor it- 
self... 2. You avoid frequent strip- 
ping of the finish and the necessity of 


labor for 
Your 


rewaxing... 3 You save 
S( rubbing and mopping 


floors will have added beauty 


A PAD FOR EVERY JOB 
Brillo Floor Pads are available for all 
makes of rotary electric floor machines 
from 8” to 21” 
grades 0, 1, 2, 
ing or buffing operation 
free informative booklet 


diameters and in 
3 for any cleaning, wax- 
Write for 


BRILLO MANUFACTURING COMPANY, INC. 


60 JOHN STREET, BROOKLYN 1, NEW YORK 


wccepted coverage for all service fees 
relative to blood transfusions but does 
not provide reimbursement tor blood 
the basic plan 

Other topics covered in administra 


bank 
j 


spector training, the blood bank code 


tive sessions included: blood 


of ethics, the legal spe dna of 
blood banks, common ac inting prob 


lems of blood banks a iblic rela 
rons 


Miss 
John Elliott Award, ts an attorney. She 


; j 
iunders received the 


dministrative work 


Baylor I 


Hospital when she preset ted the idea 


Was ¢ ngaged in 


tor the blood bank at 'niversity 


of torming the association to the hos 


pital administration and asked that 


Baylor sponsor a blood bank institute 
It did in 1947 and the association was 


formed at that meeting 
In addition to Dr. Hunter, new 
othcers of the association include 
president-elect, Dr. Ralph M. Hartwell 
t New president Dr 
R. Jennings 
John B 


Bernice Hemphill, San 


Orleans Vice 
Detroit: secretary, Dr 


‘ 


Alsever, Phoenix, and, treasure 


rancisco 


40 per Cent of Blood Is 
Collected by ain sangre 


( ntinued From 


4 I 


‘ella sometimes vi blood fron 


other small hospitals when emergence 
occur. The facilities in Category B 
account for 3.6 per cent of the total 

the American Red Cross 
of the total 


accounts for 47.9 per cent 


exceeding Category A by a narrow 
margin donate the 
supply 


cons 


Unpaid volunteers 
distributed from the organiza 
SO regional centers. Relatively 
New England shows the greatest utili 
zation of the Red Cross service and the 
West South 


the least, the report Note 


Central census division 


} 


Nonpayment community or nonhos 
} 


pital blood 


banks furnished 9 


cent of the blood for transfusions 
195¢ 
Commercial blood banks (Category 


I furnish nationally 11 per cent of 
the total blood used in hospitals In 


the West 


account for nearly one-third of the 


South Central division, they 


supply 
Donors in Category F, who receive 


direct payment from hospitals, trail 
behind all other supply sources except 


West North Central 
1956 


in the division 


where, in they provided more 
commercial blood 


Nationally, the blood for only 


blood than did the 
banks 
2.1 per cent of all transfusions was 


obtained from this source 
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Purkett PCTs have had to be good 


to serve these Hospitals without complaint 








J 


and the new 72°’ does a 
50% still Better Job! 


in the new 72 PCr 


r top operating effi- 


perations 


For example j on now remove 


elate 
p ZU 
+ 
t 


ina 


ry 
] if 


Nntent in > minutes tumt ne 


ave 35% more heating coil surface (the 9-ring size 

still available for those preferring it). New 8” vents 
liminate ‘the heat and lint output menace. The new 
6’ Blower is more powerful, delivering 1750 C.F.M 
And you never saw such a stingy power user only 


7 BHP. per h 


These and other features described in a new folder 
which will be sent gladly upon request. Purkett’s 
Consulting Service is available without obligation to 
help you solve your conditioning problems 


*Pre-Drying Conditioning Tumbler. 


PARTIAL LIST OF USERS OF PURKETT 
PRE-DRYING CONDITIONERS 


Cr 


L 


and Many, MANY more 
satisfied Hospital users 


Purkett equipment is sold by ALL Major Laundry Machinery Monufacturers and by 


PURKETT MANUFACTURING COMPANY 


Joplin, Missouri 


DEPENDABLE PRE-DRYING CONDITIONING TUMBLERS 
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Cost of Processing and Collecting Blood 
Is Set at Approximately $10 per Unit 


+ 





Nouid pro re and ce ( icast () 
inits per month to maintain some 
sense of economy 
ot p hology The article illox ites nearly halt of 
ege of Medi- — the $10 per unit cost to the labor ex 
ctor. Chicage pense. It is telt th sin echnician 






gures st conduct the 100 unit blo 
which cross he technician 1s paid $350 per month 
DO wnite of each unit of blood represents an ex 


halt 


Th 




































No. 300 B-P INSTRUMENT CONTAINER 


s suggested for your cons 





THESE 


FEATURES 


was B-P CH 







Breakdown of Cost per Unit of 
Blood in the Hypothetical Blood 
Bank Doing a Volume of 
100 Units per Month. 
$ 3.50 


Technician’s salary 


Part-time clerk salary 1.00 
Medical director's fee 50 
Blood bottle, pilot tubes donor set 1.30 


sponges, a 
bandages 05 


Antiseptics cohol and 


Canteen expenses 20 
Anti A & B serum ‘per drop 01 
Absorbed A serum (‘per drop 10 








ining HENACHLOROPHINE (G-11*%) Anti D. C & E identification 2 
a ‘ Antiglobulin test 20 
the Solution of Choice inti 
as Controls, positive and negat 05 
for the Rapid Disinfection of Delicate Instruments Serological tests 80 
for WARD + CLINIC * OFFICE Rent 1.25 
Utilities, phone 40 
Depreciation and amortizatior 75 


Non-corrosive to metallic instruments and keen 


cutting edges. 
Free from unpleasant or irritating odor. 
Non-injurious to skin or tissue 


Non-toxic, non-staining, and stable. 





Potently effective, even in the presence of soap 


Economical to use. 


*Trademark of Sindar Corp 





yourself of 


bolic acid) or mercury compounds 


tubercle bacilli). See chart. 





In choosing B-P CHLOROPHENYL, you avail 


a medium free from phenol 


highly effective in its rapid destruction of com- 


monly encountered vegetative bacteria (except 
















Approximately 500 square feet of 
ar- ; 
floor space would be the minimum for 
one 
a suitable blood bank with 100 un 
volume, according to Dr. Mason. In tl 








Compare the killing time of this 










Vegetative Bacteria | 50% Dried Blood 


Staph. aureus [ 15 min 
E. coli 15 min 
Strept. hemolyticus 15 min 

















Ask your dealer 


nient and ef 


R CHLORO 


instruments 


BARD-PARKE 


Holds up to 


PARKER, WHITE & HEYL, INC. 
Danbury, Connecticut 


superior bactericidal agent fron the labor wory and waiting Troon 
Without Blood the canteen and waiting 1 possibly 
2 min combined and a separate ¢ bicle for 
3 min I care of tl lone VI has an un 
15 sec CX pce ed reaction 
Ar $s per square ror per ycat tne 
rent would b« S| pel month or 
S| per blood unit. Utilities and tele 


phone total 40 cents per unit and d¢ 


preciation and amortization of equip 
will amount to ] 


ment ipproximately 





ents per unit 











MODERN HOSPITAL 





The 





















“SAFE-WRAP" TOPPER SPONGES (ios) 
(ohmronallotmnsen 


c 


Cost /ess than hospital hand wrapping 





(ole) eo) m@mdal-merelaale)(-1«-milar- 
‘of pre-wrap” dressings 


J-D. PAK 


PROFUSE DRAINAGE DRESSING 


ALL-ABSORBEN 
COMBINE PAD 


3 Sterile 


TOPPER SPONGES 


tohwrocnallohmcn 








Solutions emerge glistening clear and sterile from Castle Nickel-Clad Steel 


4 
4 


sterilizer. 


“Build in a sterilizing set-up that’s 
easy-to-use, easy-to-maintain,” 


... said the building committee for the new, 


800-bed Montreal General Hospital 


Castle's planning service « ume up with 
the answer. . . | Nickel-Clad 
Steel and Monel® nickel-copper alloy 
sterilizin equipment 
Easy-to-use. Well-planned layout 
sterilizir facilities and automatic cor 
trol features in the Castle 
time...ellort. Vi ake it ¢ 


more untlorn 


units save 
isier to achieve 


sterile technique. too 


And how easy to clean the units. Just 
Wipe with damp cloth. Dried de posits 
ht off wader. 


come Tis with scouring py 


Commercial cleansers won't hurt a 
Monel 
thing harms Vione | nickel-« opper allov. 


Surfaces stay smooth seldom 


scratch or dent. True of Nickel too. 


Easy-to-maintain. \lonel-walled steri- 
Monel 


surface. In fact. hardly any- 


lizers resist) corrosion alloy 


often serves twenty to thirty vears with 
ery littl 

Castle puts Monel alloy 
of their evlindrieal units. and in the 
nad rings. All welded into one, No 
rivets to work loose causing leakage 

You should hear the nice things 
nurses at Montreal General say about 


care 


in both walls 


the auxiliary equipment made with 
Monel nickel-copper alloy... racks. 
trays. operating-room equipment. 

\re you building a new hospital .. . 
or renovating 2? Write Wilmot Castle 
is Rocheste1 New York. Or call 
their local office. Their planning ser- 
vice will be olad to help vou. too. 


The International Nickel Company, Inc. 
67 Wall Street New York 5, N. Y. 


Lasting efficiency assured. Thanks to 
Monel nickel copper alloy and I ukens 
Nickel-Clad Steel, personnel at Montreal 
(reneral should have an easier time of it for 
years. In Central Sterile Supply. sterilizer 
cleaning is no big chore. Packs are less apt 
to be stained. Equipment shines. “Engi- 
neering” benefits. too, when so little need 
be done to maintain the equipment. 


ANCO, 


NCO, Nickel Alloys 


Nickel-Clad and Monel sterilizers... cosy 10 care for 


& December |957 





Exclusive new 
/ JEW ELLTOWL[E* finish in 


breathable Du Pont Fabrilite 


for soft yielding comfort on 


furnishings that get heaviest use 
Imagine...lustrous iridescence and the ture of raw pongee There's no vinyl upholstery ine Groattable 

silk now available in breathable, durabl 1 Pont” rilite F Vv Vv 

vinvl upholsters s the new ** m’ pattern with exclusive DU PONT abri ite’ 


*Teweltone”’* colors 
including nontarnis| 
heaviest use. 

Exclusive Du Pont f ind wear, ve 
drapes for easv_ tailoring sible pores 
breathe for soft. vielding comfo eanable **Fabrilite’ 

hion, decorat hol that stavs REG. U.S. PAT. OF 
THROUGH CHEMISTRY 


offers high-f iS 
BEfTER THINGS FOR BETTER LIVING 


new-looking for vear 


T APF 


___ FOR FURTHER INFORMATION SEE THE DISTRIBUTOR NEAREST YOU SHOWN IN ADJACENT COLUMN | 
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FOR FAST SERVICE 
CONTACT THE FABRILITE 


DISTRIBUTOR NEAREST YOU 


LISTED BELOW: 


ALABAMA 
Mont ery 


ARIZONA 
Phoenix 


CALIFORNIA 
Los Angeles 1 


an Fra 

COLORADO 

Ary A eaver, 585 dsworth Boulevard 

CONNECTICUT 

Hartford § New Engla pholstery Supply 
8-40 Albany Avenue 

DISTRICT OF COLUMBIA 

W gton, D.C Briddell Co., tr 

Tenth Street. N 


FLORIDA 


Jack ville 


GEORGIA 
ILLINOIS 
INDIANA 

Ind 
KENTUCKY 

l ville Her 


LOUISIANA 


MASSACHUSETTS 


MICHIGAN 


f 


MISSISSIPPI 


NEW YORK 
x ' 


NORTH CAROLINA 
t A 


High F 
z 


leveland 15 


OKLAHOMA 
ul 


OREGON 
Portland 14 ald & Company, Inc 
Hawthorne Boulevard 
PENNSYLVANIA 
Philadelphia € n Line Majestic Fabrics 
217 Chestnut Street 
Peiger & McCaw Company 
101-1 Market Street 
TENNESSEE 


Mempt 


ttsburet 
F burgh 


Textile & Supply Company 
uth Bellevue Boulevard 
Nashville 6 & Gr pany, 402 Woodland Street 
TEXAS 
Dallas 1..A.F : 2650 Main Street 
Fort Worth e¢ D & Company 
6-320 S. Lake Street 
Houston 1 Higbee & Mitchell 
5 Dallas Avenue, F Box 1726 
UTAH 
alt Lake City Van Waters & Rogers, Inc 
650 West Eighth St., S. 
VIRGINIA 
Rick j Charle 
WASHINGTON 
eattle 22 .M 
Spokane. .B.W 
WISCONSIN 
Milwaukee 2 


Zoppa Co., Inc., 1426 East Main St. 


, 1424 Tenth Avenue 
treet 


ald & Company. In . 
wold & Company, 319 S. Cedar 


Gebhardt, Inc., 213 North Broadway 


BETTER THINGS FOR BETTER LIVING 
«+» THROUGH CHEMISTRY 


Vol. 89, No. 6, December 1957 


Delaware Administrator 

Named President-Elect 

of Regional Association 
WASHINGTON, D.C Wilbur ¢ 

Anderson, executive director of Emily 

P. Bissell Hospital, Wilmington, Del 

Mary 


imbia-Delaware 


Was Chosen pre sident-elect of the 
land-District of Col 
Hospital Association its 17th annual 
here November 6 to 8 


persons 


vention 
pproximately 2500 

{ the 
Victor | 
George Washington University 
pital, Washington, D.C., took 
iS president 


4. Nelson 


conference 

ninistrator of 
Hos 
ofmce 
Russell 


lirector of Johns Hopkins 


Ludewig, a 


succeeding Dr 


' se let 
Other officers elected were 1 St 


Kotzen 
tor, Franklin Square Hospital, Balt 
Mary 
iministrator, Georgetown 

tal, Washington 

nt, Maurice W. |] 

Kent General Hos 

secretary, M. B 

administrator, Montgomery 

inty General Hospital, Olney, Md 
Barry Bowers, director, Hos 

en of Maryland, Bal 
Mary 
ir, Mercy Hospi 
John A 


Vice 


nt, Santord adminis 


vice president, Sister 


Sistel 


scnat 


itor, Washington County 
al, Hagerstown, Md 


ts annual meeting during 
the Maryland Hospital 
1 Robert S. Hoyt, 
r of Lutheran Hospital ot 
Maryland, Baltimore 
elect. John A. Moberly, adn 
Memorial 
ceeded Dr. Nelson of Johns Hopkins 
Hospital as the association's president 
Orher 
tary, Harold P 
Cambridge-Maryland Hospital, Can 
Bowers ot Hos 
Maryland; dele 


Ine 


as its pre sident 
nustrator 


Cumberland, suc 


Hospit i] 


Maryland officers arc secre 


Coston, administrator, 
treasurer, Mr 
pital tor Women ot 
gare, Brady ] 
of Peninsula General Hospital, Salis 


Kotzen of 


bridge 
Dayton, administrator 
bury, and alternate, Mr 
Franklin Square Hospital 

The of Columbia Hospital 
Association Dr. Warwick 7 


Brown, administrator of Washington 


District 


chose 


Hospital Center, as president-elect. Sis 
ter Mary 
University Hospital succeeded Richard 


Evangelist of Georgetown 


M. Loughery, deputy administrator of 
Washington Hospital Center, as presi 
William M. Bucher, 


Hospital Council of 


dent executive 
director of the 


the National Capital Area, was named 


Cafoty _ 


is our 
. TI, 
business _— 


rae 





Multiply this gleaming 
floor by thousands 
of square feet in 


thousands of buildings. 
Put people in the picture lots of 
people, some in a hurry, 
dangerously high heels. Is it an 
wonder the National Safety Council 
, t i 


some wearing 


lists falls, ri ht aft 
as the number 


country today? 


ter auto accidents, 


a < i 
2 Safety menace in the 


For 3 decades, the LEGGE Company 
has provided slip-resistant Polishes, 
Cleaners and Seals along with Safety 
Floor Maintenance programs for leading 
These 


structures from coast to coast 
buildings report reductions of u 
98% in slip accidents. Because 
products go up to 75% beyond | 
anti-slip requirements. And the Safety 
lasts. Slip-Meter tests show 


‘ 


4 loss of slip resistance after 16 weeks. 


as little as 


is a big business. It’s our 


Wouldn't you be 


Safety 
only business 
learn how LEGGE Safety 
Maintenance can protect 
you against accidents “LEGGE: 

woo S 


wise to 





st Mle 


and save you money, too? se 
( lip the coupon today 
LEGGE SYSTEM 


 Satery Fleer 
“, . 











Walter G. Legge Company, Inc. 
Dept. MH 12, 101 Park Ave., New York 17 
Branch offices in principal cities. 
In Toronto—J. W. Turner Co. 

, (hoi: Oo 

of ______ [composition). 


Show me how LEGGE can 
cut my maintenance costs. 
No obligation to me. 


Nome- 

Pectin 

Street____ 

State_ . 


a 
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: : nem A > ; q 
SN a. ER 
LEE MEMORIAL HOSPITAL—Dowagiac, Michigan 
Architect—Maguolo & Quick 


CUSTOM-BILT BY SOUTHERN 
Food service equipment designed, engineered, fabricated 


. . 
and installed in 


‘ 


available space. Yi 
your Southern Di 
service problems th 
and reliable m 

Get expert | 


equipment 
—— 


“Custom-Bilt by Southern 


write Southern | 


$550 Gustine Ave 16, Mo 


Write for your 
FREE Copy today 


84 National Award Winning Installations 


OUTHERN 


EQUIPMENT COMPANY 


“CUSTOM-BILT BY SOUTHERN” DEALERS: ALABAMA, BIRMINGHAM Vulcan Equip. & ) . MOBILE 
Mobile Fixture Co. ARKANSAS, LITTLE ROCK—Krebs Bros. Supply Co. COLORADO, ER —Arnholz 
Coffee & Supply Co. FLORIDA, DAYTONA BEACH— Ward Morgan Co.: JACKSONVILLE —W. H. Morgan Co.; MIAMI 
J. Conkle inc.; ORLANDO—Turner-Haack C 3T. PETERSBURG — Staff Hotel Supply C TAMPA 00d 
Service Equip. & Engr. Corp. GEORGIA, ATLANTA Whitlock Dobbs, Inc. ILLINOIS, PEORIA —Hertzel Equip 
Co. INDIANA, EVANSVILLE— Weber Equip. Co.; INDIANAPOLIS, MARION-—National China & Equip. Corp 
1OWA, DES MOINES Bolton & Hay. KANSAS, WICHITA~ Arnholz Coffee & Supply Co. KENTUCKY, LEXING 
TON— Heilbron-Matthews Co. LOUISIANA, NEW ORLEANS- J. S. Waterman C HREVEPORT — Buckelew 
Hdwe. Co. MICHIGAN, BAY CITY Kirchman Bros. Co.; DETROIT A. J. Marshall Co. MINNESOTA, MIN 
NEAPOLIS—Aslesen Co.: ST. PAUL—Joesting & Schilling Co. MISSOURI, KANSAS CITY—Greenwood's Inc 
MONTANA, BILLINGS Northwest Fixture Co. NEBRASKA, OMAHA Buller Fixture Co. NEW YORK, 
ALBANY~ Lewis Equip. Co. NORTH CAROLINA, ASHEVILLE Asheville Showcase & Fixture C CHARLOTTE 
Hood-Gardner Hotel Supply Corp. NORTH DAKOTA, FARGO Fargo Food & Equip. Co. OHIO, CINCINNATI 
H. Lauber & Co.; CLEVELAND—S. S. Kemp C COLUMBUS General Hotel Supply: TOLEDO Rowland 
Equip. Co. OKLAHOMA, TULSA Goodner Van Co. PENNSYLVANIA, ERIE—A. F. Schultz Co. SOUTH 
CAROLINA, GREENVILLE-Food Equipment Co. TENNESSEE, CHATTANOOGA Mountain City Stove C 
KNOXVILLE—E. Carleton Scruggs; MEMPHIS—-House-Bond Co.; NASHVILLE McKay Cameron Co. TEXAS, 
AMARILLO—Arnholz Coffee & Supply Co.; CORPUS CHRISTI Southwestern Hotel Supply, Inc.; SAN ANTONIO 
Southwestern Hotel Supply, Inc. UTAH, SALT LAKE CITY— Restaurant & Store Equip. Co. VIRGINIA, RICH 
MOND~ Ezekiel & Weilman Co. WEST VIRGINIA, CLARKSBURG Parson-Souders Co. WISCONSIN, MIL- 
WAUKEE-— S. J. Casper Co il 











secretary, and Edith A. Torkington 
idministrator of Children’s Hospital 
was elected treas Ircr 
New. ofticers of the Association of 
Delaw if¢ H spitals if¢ V1IC¢ presi 
lent, Mr. Abraham « ‘ General 
Hospital, Dover etary-treasurer 
Pierson, business manager 
P. Bissell Hospital, Wilming 
Vadakin 
managing direct if morial Hos 
pital, Wilmingtor 
Abraham. Mr. \ 
president SUCC CE 
president of Wilmin 
Wilmington 


Rhode Island Association 
Names Honorary Member 
PROVIDENCE. RI Congressman 


Island 
ontributions t© 
1 th anni 


ssociation, nel 


vice president 


ihan, Bishop s 
Di es of 


Congressman John E. Fogarty of Rhode 
Island (l.) accepts a citation of honor 
ary membership in the Hospital Asso- 
ciation of Rhode Island from Dr. |. 
Herbert Scheffer, president, during the 
association’s 25th anniversary meeting. 
Providence; treasurer, Nicholas E. Jan 
son, business manager at State Hos 
pital tor Mental Diseases, Howard 
and trustee (for a three-year term 

William E. Sleight, director, Roger 
Williams General Hospital, Provi 
dence. John E. Norton, assistant to 
the director, Rhode Island Hospital 
Providence, was elected to a_ three 

year term as a trustee. Wade C. John 


son IS Cxecutive direct Tr 
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These sixty-four new apartments at 4200 Marine Drive, in Chicago, 


enjoy complete air conditioning, among other advantages. 


Two "ECLIPSE" refrigerating units, installed by Midwest Engineering and Equip- 


ment Co., Frick Sales-Representatives in Chicago, carry the cooling load with 


economy and dependability. 


What are YOUR cooling needs? 
If you want cool air, cold drinking 
water, ice, freezer temperatures, 
or refrigeration for processing— 
in any commercial or industrial 
size—let us quote now on your re- 
quirements. Branches and Dis- 
tributors in principal cities, the 
world over. 


Frick "ECLIPSE" refrigerating units at 4200 
Marine Drive Apartments, Chicago 


RIGERATION SINCE 1882 


5 (OU) 


A. U.S.A. 
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Medicare Rejects A.M.A. 
FOR QUALITY WITHOUT COMPROMISE... Proposal to Change Basis 


of Specialists’ Payments 


WASHINGTON. 1)¢ \ proposa 


to change the basis for payment t 
anesthetists, pathologists and radtolo 
gists Who work on 


pitals in the Medicare 


a) rejected last month by 
Vi | p>) 4 advisory committe 
f The American Medical 
3-in-1 CONNECTING TUBES — d urged that payment 


lirectly 
I] cases, but tne 


Corrosion-resistant VITAX for i th pres. 


i 


lowing local cust 
by Maj. Gen 


IV¢ Mf 


3-in-1 
connecting extra safety, extra savings! 
tubes 
(#3670) with ring Like every piece of Vrrax hospital glassware, Glasco 
connections. Availa- 3-in-1 Connecting Tubes are made of extra-strength 
ble in 42",%" and %4 ; i, = 
dtumatecs. Dashed 2 resistant glass. Virax withstands rough handling; will 
doz. in box, 1 gross not discolor or cloud after repeated sterilization ... 
in carton, 


Patients will 

the first $2 
per 

: : ‘ — of 5 
withstands corrosive action indefinitely. Gen. Robinson 


been recon 





Defense 


For the finest in surgical glassware, specify VITAX. 


LASCO 


PRODUCTS COMPANY 
111 North Canal St., Chicago 6, Illinois 


litfterence in cost 


ind private 


POTTER Slide Fire Escapes | ritals wher 


available, he 


Do provide a safe and quick means In another proposal 


of exit in an emergency. This has been 
} 
: ; ‘ changed fron 
proven in 30 instances in which they “y ( 
ee iIndemnimncation 
have been successfully used under ac- whedule of fixed payments wo 


tual fire conditions. j established for ea yndition treated 
} 


leaving the doctor f1 o set his own 


Adaptable to all types of occupancy fee. If his fee exceeded the fixed 


. , ‘ dica r the d 
and for installation on the interior as Medicare payment, the patient woul 
then be expected (tO pay the lifference 


well as the exterior. ; 
Under the “full service” program, the 


exact amount of the physician's claim 


Return the coupon below for informa- 
is paid by Medicare 


tion and a representative if desired. The advisory committee, however 


} 


Tubular Type rejected this proposal and voted to 


Spiral Type 

Tested and Listed as Standard by Underwriters’ Laboratories, Inc retain the full service payments The 
proviso was made that the subject 
could be reopened later on the basis 


ot hardship complaints trom physi 


POTTER FIRE ESCAPE COMPANY, CHICAGO 45, ILL. 
rm | 


| | Mail copy of new catalog. cians, Gen Robinson said 
| | Have fire escape engineer call with no obligation. A total of 171,221 hospital claims 
at a cost of $17,997,675, have been 

Submit estimate and details on escapes. paid by Medicare during the period 
from Dec. 7, 1956, when the program 

began, through October 16 of this 
year, Gen. Robinson reported. Claims 
Address ; - from private physicians totaled 262, 
947, at a cost of $18,634,928, during 


City the same period 


Signed 
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LIQUI-MED 


... New Dimension in 
Therapy Regulators! 


Streamlined, efficient function that’s the 
new dimension you get in Liqui-Med Therapy 
Regulators. Designed expressly for use by 
hospital personnel, they provide optimum 
accuracy, virtually eliminate mistakes. 
Stainless steel diaphragm. Nylon pointed ad- 
justing screw prevents metallic friction 
exclusive REGULITE adjusting cap gives error- 
free settings 4000 lb. H.P. CO gauges for 
extra safety. Write for free literature 


FOR SAFE 
MORE I 


I 
IFFICIENT 
ANESTHESIA 


EXCLUSIVE! THE 


Horch 


SURGICAL RESPIRATOR 


Designed by a doctor, one of America’s leading author 
ities on anesthesia, the Morch Respirator provides 
safe, efficient, up-to-date surgical techniques 





@ Operated by compressed air or oxygen—no electrical 
components 
Easy adjustment of rate, pressure and volume 
Follows patient’s normal respiration 
Connects to any anesthesia apparatus, or can 
used without apparatus 
Reduces the amount of anesthesia needed 
Silent operation provides a quieter surgical field 
Relaxes the abdominal wall 

@ All rubber parts are conductive 

Now exclusively represented by Liquid Carboni 

Write for full particulars 


~ LIQUID CARBONIC 


DIVISION OF GENERAL DYNAMICS CORPORATION 
3100 South Kedzie Avenue, Chicago 23, Illinois 
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COMING EVENTS 





ALABAMA HOSPITAL ASSOCIATION, Hotel Staf 


ford uscaloosa, Jan. 3 3 


RGEONS Joint 


odore Hote 


WESTERN HOSPITA 
o, Apr 21-24 


CAROLINAS-VIRGINIAS HOSPITAL CONFER 
ENCE, Hote! Roanoke, Roanoke, Va Apr 
24, 25 


CATHOLIC SPI SOCIATION, Atlant 


City, NJ 


COMITE DES HOPITAUX DU QUEBEC, Montrea 
Show Mart, Montreal, Que., June 25-27 


GEORGIA HOSPITAL ASSOCIATION 
e uMDBus 2 


The Bureau Man is Many Men 


He is a composite A rare com 
bination of many talents, trained 
and experienced in a host of skills 


The Bureau Man...What is he? 
A SALES MANAGER who ap- 


praises your problem and plans, 
organizes and directs the appeal! 


A PUBLIC RELATIONS COUN- 
SEL skilled in using all forms of 
communication toestablisha favor 
able fund-raising climate. 


A WRITER and SPEAKER with 
the ability to present your story in 
a persuasive manner 


merican Cit 


(Established 191 


AN ACCOUNTANT who keeps 
i meticulous record of all monies 
received and distributed 


A DYNAMIC LEADER who is 
capable of inspiring your volunteer 
workers and winning popular sup 
port for your appeal. 


And a warm, friendly person- 
ality . . . aman you would 
welcome as neighbor or friend. 


Your Bureau Man 
would like to send 
you this informative 
brochure detailing 
our services. Simply 
write to your nearest 
American City Bu- 
reau office. 


o 
| Bureau i | 


3520 Prudential Plaza, Chicago 1, Illinois 
470 Fourth Avenue, New York 16, N.Y 


. 


CHARTER MEMBER AMERICAN ASSOCIATION OF FUND-RAISING COUNSEL 


152 


MARYLAND-D 
HOSPITAL 


Washingt 


7 per Cent of Hospital 
Cases Result of Accidents 


CHICAGO s f 


Jonas Salk Hall Proposed 


PITTSBURGH T} University t 


QOO.O0O9 
I experin cntail 


posal has b en s i 


ind council of Pt 
tion of the devel 
vaccine in the bu 
will name the 

Hall, and Dr. Salk 
othces will cont 


there 
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© Fully Bendable 
x Sanitary 

® Disposable 

® Safe 


© Temperature Resistant 
Micro-Crystalline wax 
prevents disintegration 
in hot liquids 


| @ Insures against danger 
of breakage 


; 
nditidud 


non breakable 


Canadian Distributors: 


INGRAM & BELL LTD. 


Toronto @ Montreal 
Winnipeg @ Calgary 
Vancouver 


No. 6, December 1957 


Flex-Straws 


Pay for themselves in 
Sterilization Savings alone! 


COST AND UPKEEP—BREAKABLE TYPE TUBE 


Initial Cost Variable 


1/2¢ ea.* 
Sterilizing - tao 


Collecting-Reissuing ? 


Cleaning Materials ? 


Breakage Cleanup ? 


Replacement Variable 





r survey based On minimum 


¢ per Wr. labor cost 


Cost of 1000 cleanings (@ 1/2¢ ea. . .$5.00 


(plus original, replacement cost, etc.) 
Cost of 1000 Flex-Straws ne case quantity) $4.50 


FLEX-STRAWS COMPLETELY ELIMINATE 


DRINKING TUBE UPKEEP 
ORIGINAL COST THE ONLY COST 


SEND FOR SAMPLES 


DEPT. MH-12 





FLEX-STRAW COMPANY 


2040 Broadway 
Santa Monica, California 


Please send samples and information 


Name 





Hospital __ 
Address ____ 
ae 
State ___ 











A COLUMN DEVOTED TO 
LATEST WATER 
DEVELOPMENTS 


THE 
PURIFICATION 
IN THE HOSPITAL 








YOUR WATER STILL 
Double or triple distilled water is often 
specified for the preparation of intra- 
Such multiple distilla 
water from. the 


venous solutions 
tion feeds distilled 
condenser of one still directly to the 
evaporator of the next still for re-distil 
lation. Thus the still which delivers the 
final distillate will have no scale in its 
evaporator thereby insuring against 
foaming and priming into the condenser 
To further insure the pyrogen-free 
quality of the final distillate, a Spanish 
prison type Q baffle is a standard feature 
on all Barnstead Stills. 


DISTILLED 
PURE 


water 


KEEPING 
WATER 
Contamination of distilled 
occurs through improper handling and 
unclean receptacles after it is received 
from the still. Thus the purity required 
for many exacting hospital requirements 
An easy check for such con- 
a conductivity type test 


often 


is ruined 
tamination is by 


such as is provided by a _ Barnstead 
Purity Meter. It takes only seconds, and 
by making such testing routine proce- 
dure in the hospital laboratory, can pre- 
vent unnecessary trouble and delays. 


P 2 


OPERATING AND 
MAINTENANCE HINTS 
Many Hospital Technicians are con- 
cerned with the pH of distilled water. 
When exposed to air, distilled water will 
absorb the CO, in the atmosphere caus- 
ing a decrease in its pH (increased 
acidity). This can be guarded against by 
using only freshly distilled water. If the 
freshly distilled water itself has a low pH, 
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it can be increased by turning down the 
cooling water valve of the still. The con- 
denser, Operating at a higher heat, will 
drive off the CO, and effect an increase 
in pH 


FIELD REPORTS 


The purification of water by demineral- 
ization (ion exchange) is generally far 
less expensive than by distillation, though 
bacteria, organics, and pyrogens are not 
removed by this process. Some hospitals 
use Barnstead Demineralizers to provide 
pure water for washing glassware etc., 
thus effecting operating savings where 
sterility and freedom of pyrogens is not 
important. Hospitals also use demineral 
izers to purify water before it is fed to 
the evaporator an effective safeguard 
against foaming and priming 


» \ 


WOULD YOU BELIEVE 
80 years ago when Barnstead was first 
founded, distilled water was used rarely 
in the hospital. One use was for drinking 
purposes as part of a diet routine. It is 
of interest that Alexander Graham Bell, 
inventor of the telephone, ascribed his 
good health and 75 years of age to “a 
small distiller (Barnstead) from which I 
procure all my drinking water” 








NEW PRODUCTS 
Ultra-violet sterilization is employed in 
Barnstead’s latest model distilled water 
storage tank. Available in all sizes, the 
new ultra-violet storage tank is con- 
structed of copper and lined with pure 
block tin. Write for further information 
and for the new Hospital Catalog H to: 
Barnstead Still & Sterilizer Co., 31 
Lanesville Terrace, Boston 31, Mass. 





ABOUT PEOPLE 


ntinued From Page 82 





Stephens A. Lott has been named t 
succeed Edward W. Gilgan as director 
ol Hurley Hos} it il, | nt 1 } Nir 
Lot has beer assistant aur 

rust. Patrick Fenlon, cont 
mn appointed assista 

Alice A. Grant has 
ministrator oO Henriett 
Hospital, Santord, Mau She 

eded by Florence I. Sharpe, 
Mier i Imunistrator il Ma ne | \¢ 
| 


Infirmary, Port 


Dan Meehan 


Hospital. Lutkin, Tes 
Robert W. Morris, tor: 


ny John A. Taft. Bet 
Wesley 1956, Mr. Mor 


NM Sa WOrnK TOT 


Bertram Breuer wil! rej e Mr 


In 


the ashier'’s ott 
Richard O. Thal has bee: 
wtrato;r ) Mor 


at North M 
Hospital, Tupelo 
Raymond J. Lowe has } 


Jetlersor 


MMinistration 

sity in June 
Dwayne L. Hall, former 
itor of Ryburn Memorial Hospital, 
Hl., ha | 


1 ippointed ad 
ministrator of Marinette 


Ottawa. been 
(seneral Hos 
pital, Marinette, Wis. He succeeds Mor- 
ris R. Smith, 


re ported in the 


whose resiynation Was 
October issue of The 
Mopern Hosprrat 

Frank Schueller has been named ad 
ministrator of Wichita General Hosp: 
tal, Wichit iit alls, Tex., sucee 
Ahlstedt, 


ministrator ot 


eding Paul 
whose appointment as ad 
Methodist - Evangelical 
Hospital under construction at Louts 
ville, Ky., was reported in the October 
Mopern Hosprrar. Mr 


Schueller previously was assistant ad 


issue ol T he 


ministrator of the Wichita hospital. He 
is a graduate of the hospital administra 
tion course ot the University of Minne 
sota (Continued on Page 156 
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HUNTINGTON 


offers you this 
HELPFUL 
NEW MANUAL 


++. every administrator 
should have it! Helps 
improve sanitation and 
maintenance methods. 


PROVED IN INSTITUTIONAL USE... ALSO SHOWS 
MANAGEMENT METHODS FOR SUPERVISION AND COST CONTROL 


stumped over building maintenance Cleaning as a Part of Fitting the Cleaner to the Need 
Sanitation and Building 2a 
° Organizing the 
Maintenance : 
Cleaning Program 


If you're sometimes 
problems or hospital aseptic conditions, this manual will 
help you. Here you'll find the techniques developed by two 
outstanding authorities. The co-authors are J. Lloyd Barron, The Nature of the Setactnation at 
Director of Sanitation for the National Biscuit Company, Cleaning Problem Cleaning Costs 

and Albert J. Burner, Supervisor of Cleaning Standards of © Types of Cleaning Materials Modern Sanitation Programs 
The Port of New York Authority. It is further authenticated 
by the committee of specialists of the Association of Ameri- 
can Soap and Glycerine Producers, Inc., under whose direc- 
tion this work was prepared. Every phase of institutional 
housekeeping is discussed from management's viewpoint 








We consider the manual so important to institutional 


. Hunti i : 
supervisors that we are making it available without cost untingten Laboratories, lnc 


, Huntington, Indiana 
or obligation. A letter to any of our offices will bring the 8 


manual “Building and Equipment Sanitation Maintenance 


Principles and Practices.” It gives your men genuine help ' 
' 


ee. eens ——s 
HUNTINGTON LABORATORIES 1 HOSPITAL 


— fl — 


INCORPORATED ADDRESS 
-— 


Please send me a copy of the free manual, “Building and 


Equipment Sanitation Maintenance Principles and Practices.’ 


in developing cleaning techniques 








| 
it 


Huntington, Indiana * Philadelphia 35, Pa. * Toronto 2, Ontario ' city 7 


L 


uw 
uo" 
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Charles R. Worthen | issue 
Conecul 
Lla., Ss 

Ss now 
Nie 
Mr 


ad the 
position of administrator of 
County Hospital, | 
ceeding Robert H. Boone, wh« 

ot TD. W. MeMallan 


\la 


vergreen, 


Mrs. Gr 


ite Maurine Paxton, wh« 


} 
i. OK i 


nine vears ¢ 


Bernita G. Jewson 


pomted director ¢ Northwest 


St. Louis 


Dr. Albert L. Olsen, director ot pre 


fessional services al the Veterans 


unistration hospital in 
Mich., has been | 


transierres 1s 


ot the VA. hospital in Knoxville. low 


late James R. Jack. 
the Adi 


, 
ing the 

tune Veterans 
tration announce 


professional ser 


In W ood. W 1S. 


Vogl, director of 
VA. Center 


transterred as manager 


Minnea 


at the 
heen oO 
VLA ble 


hospital in 


\ preventive step. 


NOW \environmental disinfection 


ai 


is imperative. 


When the Asian Flu Virus hits the 


hospital, its spread will be rapid and 


relentless. Disinfection of patient rooms 





and public areas is positive action 
the hospital should take to control 





spread of Asian Influenza. 


Amphyl", O-syl*, and Lysol® kill the 
Asian Flu Virus. These wide spectrum 
Lehn & Fink disinfectants also 


kill infectious organisms which 


cause feared secondary complications 


of Asian Influenza. 


If you would like definite suggestions for 


disinfection procedures, please write: 


Lehn & Fink Professional 


S CORPORATION 


445 PARK AVENUE 


O'VISION 


NEW YORK 22.N Y 


SPECIALISTS IN ENVIRONMENTAL ASEPSIS 


Battle Cre 


CK 


Ih 


wer 
\r 


d that Dr. Henry L. 


ha 


thy 


Dr. John A. 


recenuly 


Seaberg. 
siveed 
Jackson, | 
\dministration | 
Wi has 
manager « 

it Bedtord Mass 
Dredge, directo 

ces at the VLA. he 
Minn., wall succeed 

James H. Mullen, 

n County Hos 


Dr. Benjamin F. 
Veterans 
Lom ih, 


erred as 


ot the 


ta at 


Bernice Cox, 
Minne 


mar Bottorff. \{ 


Department Heads 
Hettie Bell Travis, R.N.. ha 


Memoria 


Hospit 


Ferne Jordan has 
perintendent of 1 
Hospital, lola 
lah 


Ol 


Hamilton, 


ontl 

William, 
Domini 
nursing, Great Bend, Kat 
ceeded Imelda Little as dietit 
Catherine Hospital, Garden City, 
Miss Little. w 
the last 


Mary 


the 


Sister 


aeteti 


ho has | 
four year 


] \ 
eye to complet ner 


Sister Mary Alfonsa, tloor 


sup rViIsor 


forme director of murses at St 


Catherine's, has 


to teach in the nursing school. 


Elizabeth Bristol has been appointe: 


director ot Porter Hospital 


Mrs 


present 


nursing 
Middlebury. V1 
her 


! 1 1 
Bristol wall be 


succeeded in position ol 


one to Crreat Bend 
| 


nurse supervisor by Shirley Kellington. 


Harriet Arnold, R.N., has been named 
ana 


Nc hool ol 


Rhode 


director of the nursing 


Island 


nursing service it 
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NEW MODEL HA GIVES T 
UNDERGOING 


in no more space th 
No confinement, no ¥ 


an his own be 
nnecessary restrictions. 


envelop the entire bed with 


You can now 
he patient requires. 


the humidity t 


SEND FOR INFORMATION TODAY 


HE PATIE 
“COLD STEAM” R) HU 


d, each patient can now have 


NT COMPLETE FREEDOM WHILE 
MIDITY THERAPY. 


his own humidity “room” 


_There might come the 


Even for the adult 
Unit adapts 


time for humidity therapy: 
readily to adult bed. 


Laboratories, Inc. 
Irvington 11, N. J. 


OR CONTA 
CT YOUR REGULAR HOSPITAL SUPPLIER 





( 1 Na 
Carmen Ross, 
R.N., 


te s deyvree trom Cc uml 
Dr. John Caldwell has | 
rofessor and hart I 


Nik 1, 








DUNDE 


SUPER-SELVAGE 


Pot Ore, 


= 


PS 


assures you more wear per towel 


Your linen source can supply you with 
all these fine Dundee products: 
HUCK AND TURKISH TOWELS: BATH MATS (both plain 
and name woven) * CABINET TOWELING * FLANNELETTES 


DIAPERS * DAMASK TABLE TOPS AND NAPKINS 
CORDED NAPKINS * DUNFAST ALL-PURPOSE FABRICS 


DUNDEE MILLS, INC., GRIFFIN, GEORGIA 


10 Worth Street, New York 13, N. Y. 


Showrooms: 
SOuade THE NAME TO REMEMBER WHEN BUYING TOWELS 


il, Washing 
an Army Hos 


Miscellaneous 
Harvey V. Higley 
vc mastrator ol Veterans 


Marinett 

Irene He 
R.N., has been 
pomted assoc 


nur 


Irene Healy, R.N 


Associatne 
James E. Stuart | 
ecutive vice presid 
\ssociation, it 
Basil C. MacLean 


Mr. Stuart ha eC! 


ealth, Educatior i 
Verne Kallejian, |: 
educ ition \mer 
ition. has | 
OryaniZatiolr 


tone Hearin 


Deaths 

William C. Gronert, 56, administra 
tor of Walther Memorial Hospital, Chi 
cago, was tatally injured in an automo 
bile collision October 30. Mr. Gronert 
had been administrator tor three years, 


and 


icting administrator tor two years 
previously. Before assuming this pos 
tion, he had been a member ot the 
board of trustees for approximately 

years His successor has hot heen ap 
pointed 
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For new efficiency...new speedy service...new economies... 


MODERNIZE 
with TOASTMASTER-GRISWOLD 


1 PR et PADIS SS RE 





, tae 


Delicious Hot Meals for Every Patient! 


The TOASTMASTER 
HOT-FOOD SERVER 


2 Re Rade 8 


Keeps cooked foods hot and oven-fresh 
without loss of flavor, texture or eye appeal! 


Leading hospitals depend on mobile Toastmaster 
Hot-Food Servers to assure hot flavorful meals— 
i on time! Precisely controlled temperature 
and humidity protects cooked foods—holds them 
ready for immediate service. Thus complete plates 
can be assembled in the central kitchen, loaded into 
the convenient drawers, and wheeled to the floors 
for easy serving. This efficiency pays off because it 
saves food, time and labor! It also eliminates call 
backs and provides an accurate meal count. Less 
waste, too— because you prepare only the amount 
of food to be served. Gleaming stainless steel ex- 
teriors and drawers for complete sanitation. No 
installation expense—operates on any standard 115- 


volt circult. 


Serre 





Oe ee ee 


Model 3D2-C 





Amazingly Versatile! 
ideal for Hospital Kitchens! 
“SQUARE-YARD" RANGE 


The most flexible all-purpose electric range you 
can buy and a logical choice for hospital kitchens! 
Has almost 6 sq. ft. of cooking surface, many dif- 
ferent top arrangements, and big capacity with 
space-saver size. It’s exactly 36” square and 
designed for flush-wall installation! Three separate 
thermostatically controlled sections, each with infi- 
nite heat settings (250° to 850°), ideal for griddling 
and stockpots—fills all top-of-range cooking needs. 
Heavily insulated bake and roast oven accommo- 
dates full stancard size pans. Model HR-36D 


the complete line of electric cooking equipment! McGRAW 4 
ri 


TOASTMASTER-GRISWOLD GNIE 


**TOASTMASTER" is a registered trademark of McGraw-Edison Company, Elgin, Illinois 


TOASTERS ¢ BUN TOASTERS ¢ SANDWICH GRILLS e¢ BROILERS e FRY KETTLES @ GRIDDLES e¢@ GRILLS 
HOT-FOOD SERVERS @ HOT PLATES @ OVENS @ RANGES @ WAFFLE BAKERS @ FOOD WARMERS 
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yer Cent 
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ot 


cent 


t 





ing quipmen 





ing NOISE -:--- 


ELIMINATE floor clean 


T |mopp 


th WHITE» SILEN 


White Silent Floor Cleaning Equipment is especially made for use in 


eene WI] 


hospitals and institutions where quietness is essential. That annoying 


slamming of buckets and mop wringers in corridors and patients 


rooms is eliminated in White Silent cleaning tools. The buckets are 
fully insulated with a heavy rubber base and at all points of metal 


to metal contact. 


Illustrated at the right is the famous White Silent mopping outfit 


wringer 


“Can't Splash” 


which consists of two insulated buckets, a 


and a special designed truck mounted on large soft rubber wheels 


and fully protected by rubber for silent operation 


The Silent 


mop wringer below is equipped with rubber 


“Rol’ Ovi’ 


White floor cleaning equipment is quality thru-out with years of 
service built-in, plus the added feature of Silent operation. 


WHITEY MOPZUM says! 


All metal contact points 


are thoroughly insulated 


for silent operation, 


WHITE MOP WRINGER CO. 


FULTONVILLE, N.Y. 


9 MOHAWK STREET 


Canadian 


Canada 


The ONE complete line of FLOOR CLEANING EQUIPMENT 


io, 


Paris, Ontar 


Factory 
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SATIN RIBBONED Birth Certificates 


Want to see something beautiful 


something entirely new for building goodwill among new parents, their 


relatives and friends? Then write for the exciting new 57 Porttolio of Hollister Imscribed Birth Certificates. 


Sixteen pages of information, pictures, prices. Contains actual samples of the new ribboned Certificates and a 
pa; I 


generous variety of sample Certificates with standard seals. When you receive your portfolio, notice the eftec- 


tiveness of the additional! note of color in the ribboned Certificates. Consider what a thrill you'll give the new 


parents when you present this heirloom quality token of your interest and goodwill. And remember . your 


gift of any Hollister Certificate makes a big impression and a lasting one tor very little money. A letter or post- 


card will bring this Deluxe '57 Porttolio promptly. Write for it. 


Franklin C. Hollister Company + 833 North Orleans Street, Chicago 10, Illinois 


‘Hollister Shsoibe)” Birth Vertific ates 








| _s SHOWS 


, a , 


how You can avotd 
identification worry \ 
a 


\ 








| se 





\ 
\ 
\ 


- 


prevents mixups 





Qs 
\ me — 
en —~JHetsTeR: FRANKLIN C. HOLLISTER CO., 833 N. Orleans St., Chicago 10, Ill. 
vA 








I 26 


specifics and fate... 


| 


\s pigeons OF © ver onsidered 


earers of a4 man or ne, 


hoosing 
etween containers of good and bad 
mien, so did early alchemists seek 
» cure diseases by choice of fate. In 
similar manner, many modern men 
ff medicine choose X-Ray fhlms by 
a choice of tate However, those 
knowledge able in the areas of X-ray 
techniques have learned to specify 
\nsco as the X-Ray maternal having 
the ultimate diagnostic readability 
It’s no trick of fate, this clear, read- 
ible mape that only \nsco quality 
hlms provide \ readability based 
mn the hlms’ ability to distinguish 
between the delicate gradations that 
liscern. the elusive conditions and 
make the m clearly readable \nsco 
X-Ray materials, truly a specihe! 
\NSCO, A Division of General Ani- 
line and Film Corporation, Bing- 


| 4, 
hamton, New York 
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Good rule for hospitals: 
fine products...fine casters 


Add two more fine products to the already long and still growing 
list of hospital equipment on Bassick Casters 

Above on big rubber tired Series “69” Bassick casters is the 
Invalid Walker made by the Invalid Walker and Wheel Chair 
Company of Long Beach, California. Below Hard Manufacturing 
Company’s No. 1415 Bed with the famous GG adjustable spring 
rides on Bassick special hospital bed casters 

Bassick casters roll smoothly, swivel easily, protect floors and 
stand up to long hard service. Look for them as your assurance of 
quality on all kinds of hospital equipment you buy. 

There’s a Bassick caster for every kind of hospital moving job. 
You'll find it in catalog HPF-57; check with your distributor or 
write to: THE BASSICK COMPANY, Bridgeport 5, Connecticut. 
In Canada: Belleville, Ontario 7s 


MAKING MORE KINDS OF CASTERS 
MAKING CASTERS 00 MORE 


OLSON MECHANIZED DISH 
HANDLING EQUIPMENT 
doesnt cost you one cent! 


it pays dividends in... 





LOWER LABOR 
COSTS 


Handle more 
dishes with 
fewer people 
... reduce food 
service labor 
Costs 


FASTER, SAFER 
BLU IHEL Ie 


Dish turnover is 
foster. . serve 
more people 
with less 
equipment. 
Breakage is 
minimized. 


EFFICIENT USE 
OF SPACE 


Olson Conveyors 
permit 
production-line 
efficiency in 
dishwashing 
rooms . . require 
less space to 
handle more 
dishes. 


Olson mechanized dish handling systems have paid 
for themselves many times over in the savings they 
have made in time, labor, equipment and space. 
Olson installations in hospitals, restaurants, hotels 
and food service establishments of every type are the 
best advertisement we can write for Olson equip- 
ment. See for yourself what modern mechanized dish 
handling has done for others. Write for the location 
of the nearest Olson installation to you. 

Ask for catalogs on Olson mechanized dish handling equip- 

ment. Sent without obligation. 


Oison CONVEYORS ':":":": 
2437 mingdale Ave 


SERVING AMERICAN INDUSTRY SINCE 1900 
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Everywhere 


from the kitchens to the wards... 


Write for your Copy: 
AL STAINLESS STEEL 
in Hospitals 


ADDRESS DEPT. MH-96 
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STAINLESS STEEL 


saves you money 
in the long run 


l use, it’s stainless steel! 
A-L Stainless cleans easier, quicker; costs 
tion standards at the peak. It’s hard and 
heaviest duty 


can't chip, crack, peel or 
It's the truly econom- 
st Cost 1s usually the last cost. @ Specify the metal 
A-L Stainless Steel all leading fabricators of hospital 
hen equipment use it. Allegheny Ludlum Steel Corporation, 
Oliver Building, Pittsburgh 22, Pa. 


For Stainless Steel in ALL Forms—call ‘ 
Allegheny [udlum site 


Warehouse stocks carried by all Ryerson Steel plants 





Why don't you talk to the men at Cumerford 


about raising the mone 


4 


[his is a model of a new hospital that’s going up soon 
In Ol orner of a large metropolitan area. You know the 


story rapid growth—people moving in—NoO hospital 
So they called in the men at Cumerford. The situation 
was surveyed. A favorable survey report indicated im- 
mediate action and now the money is in hand and the 
architects are detailing the new structure. The men at 
Cumerford can do the same for you! 
This year, the men of Cumerford will raise in 


excess of 10 million dollars for hospitals in Okla- 


164 


homa City, Denver, St. Louis and a score of other 
cities and towns. 

Why dont you talk to the men at Cumerford about 
raising the money ? 

\ letter or a telephone call will bring a Cumerford 
representative to you for a conference on your fund- 
raising problems... and at no cost or obligation to you. 
Cumerford. Incorporated, America’s growing fund-rais- 
ing consultants. 912 Baltimore Avenue, Kansas City 5, 


Missouri. Telephone BAltimore 1-4686 
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TERMS: 20c a word—minimum charge of $4.00 regardless of discounts. No charge for “key number Ten per cent 


discount for two or more insertions (after the first insertion) without changes of copy. Forms close 15th of month 


MEDICAL BUREAU—Continued 


POSITIONS WANTED MPTROLLE! 


HOLOGI 


WooDWARD 


Medical Pr sonnel Bureau 


FORMERLY AINOES 


3rd floorsi8s N.WABASH AVE. 
CHICAGOes! 
* ANN WOOOWARD * Ditectoly 


Host 


OMPTROI 


EXECUTIVE HOUSEKEEPER 


en perience arge hos} 


The Medical mi 
Bureau 


MM. BURNEICE LARSON—DIRECTOR etuing kuna: 


ervatior 


NECUTIVE HOUSEKEEPER 


Y en 


Telephone DElaware 7-1050 


MICHIGAN AVENUE, CHICAG( XECUTIVE HOUSEKEEPER 
‘ n he@usekeeping, persor 


ATOR 1 th ‘ . « fu h 


*-ATHOLOGIS!1 


S, associs 


6 ye te nx hospital, 600-beds 


ATOR MHA 

1 hematology 

ACHA 
tADIOLOGIST 

LATO! RN leg ta therapy: qualified in « ‘ ise radio 

communiti -100, 006 


department: prefers northeast 


(Continued on page 166) 
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INTERSTATE MEDICAL PERSONNEL 
BUREAU 


Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


ADMINISTRATOR —Hospital; combined with 
hief nurse, or X-ray technician or laboratory 
techniciar or other, needed for new 16-bed 


hospita o open early fall, 1958 at Grand 
Marais, Minnesota: small community 

port fishing, hunting, skiing, good schools 
w cost of living alary open Write Sher- 


Hospital Board 


superior 


nar Bensor President 


Grand Marais, Minnesota 


ANESTHETIST Irse immediate opening 

10 hour week nerease after s months 

ifter ne ear twe weeks vacatior with pay 

Apr MO 207, The Modern Hospital, 919 N 
nue, Chicago 11, TI 


\NESTHETI 
rur its 


ST Wanted by fully accredited 
a n i 


outhwest F.A.C.S. surgeon 


tion for nurse who likes small towns 


rgery; and OB, rare emergency calls 
open Write or wire MO 209, The 
tal, 919 N. Michigan Avenue 


\NESTHESIOLOGIST —-For community serv- 
I itral Massachusetts 


for practicing genera medicine 


area of 1.000 in. cer 


ombination of anesthesia and general 
if desired Apply MO 211 The 
ospital, 919 N. Michigan Ave., Chi 


Illinois 


ANESTHETIST—Nurse; for new 48-bed fully 


accredited hospital in central Massachusetts 


ota erved 21,000 population; expansion 
minimum of 64-beds in planning stages 


Apply MO 212, The Modern Hospital, 919 N 


1 


Michigar enue, Chicago 11, Tllinois 
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ANESTHETIST ‘ female; excelle ASSOCIATE DIRECTOR OF NURSING 
alar merit increase rere fringe SERVICE 00-bed JCAH f accredited 


POSITIONS OPEN 
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ANESTHETIST N e: excellent working , 
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tarting 
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WALRUS MANUFACTURING COMPANY ©® (Since 1901) * DECATUR, ILLINOIS 


Manufacturers of LABORATORY, VOCATIONAL FURNITURE, HOSPITAL CASEWORK (Both Wood and Metal) 


The MODERN HOSPITAL 





ov 


COMBINATION 


e eliminates loose ends 











IDEAL Mealmobile, Model 
9020-BCT with built-in beverage 
dispenser and mechanical 
refrigeration. 


{ 
offers efficient centralized 
food service for all hos- 


pitals—regardless of size. 
Additional units may be 
added to meet your needs 


een and future. 


in CENTRAL 
FOOD SERVICE 


The new IDEAL Mealmobile with mechanical re- 
frigeration and built-in beverage dispenser, together 
with the new Idealmobile, Model FS-100, hot food 
assembly unit, now make it possible for you to have 
a complete food service system that is thorough, fast 
and efficient. 

The Mealmobile with its mechanical refrigeration, 
can now be used as a cold food storage unit. This 
permits the loading of salads and other cold items 
well in advance of food serving time and eliminates 
peaks and valleys in the work load in the kitchen. 
The new IDEAL Mealmobile in combination with 
the new Idealmobile hot food assembly unit, enables 
you to move foods directly from the hot food 
preparation area to the-most convenient assembly 
area — thus speeding up food service. 

The complete IDEAL centralized food service system 
introduces a cyclical operation in the movement of 
food from kitchen to patient . . . done the same way 
every time. And efficiency increases each time! 


Idealmobile Model FS-100 


hot food assembly unit 


Write for 
assistance 
in your 
kitchen 
planning 


HOSPITAL EQUIPMENT 
Found in Foremost Hospelads 


Made only by the 


SWARTZBAUGH 


MANUFACTURING 
COMPANY 











MURFREESBORO, TENN, 
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Reach them wherever they are 


... with pagemaster° 


The PAGEMASTER Selective radio paging 
system by Stromberg-Carlson allows your 
key personnel complete freedom of move 
ment. Yet no matter where they are in the 
hospital or environs, you can contact them 
instantly, individually 

Here’s how the system works: doctors 
and other key people are equipped with 
transistorized pocket-size receivers. A 
‘encoder”’ is located 


small, smartly styled 
next to your switchboard. A compact trans 
mitting antenna is installed in a convenient 
place elsewhere on your premises. 

When you need to reach any of these 


people who may be away from their usual 
location, your switchboard operator sets the 
encoder dials and flips a switch. It takes just 
a few seconds. Instantly the receiver of the 
person you want—and only his—responds 
with a pleasant, but noticeable signal. He 
simply picks up the nearest telephone and 
reports. Each page repeats automatically 
every 20 seconds until the call is answered. 
You can have a PAGEMASTER system engi 
neered to meet your specific requirements. 
As your needs grow, receivers can be added 
without additional installation costs. 


There is nothing finer than a Stromberg-Carlson’ 


For complete information, contact the PAGEMASTER dis 
tributor in your area. Or write to us at 202 Carlson Road 


oe CC. 


Mh 
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STROMBERCG-CARLSON 


GENERAL OYNAMICS 


GD 


ed Pagemaster Sales + Rochester 3,N.Y. ae 


CORPORATION 


AUTHORIZED DISTRIBUTORS 


Atlanta 3, Georgia 
The Lanier Co., 151-55 NW Spring 
Baltimore 18, Maryland 
John A. Morefield, 3120 St. Paul 
Birmingham, Alabama 
The Lanier Co., 2129 7th Ave 
Boston 15, Massachusetts 
DeMambro's, 1095 Commonwealth 
Buffalo 10, New York 
Regal Electronics, 796 Clinton 
Camp Hill, Pennsylvania 
John A. Morefield Company 
Canton 9, Ohio 
George F. Ebel, 3017 NW Cleveland 
Charlotte, North Carolina 
Cmmwith Assoc., 2934 Cmmwith 
Chattanooga, Tennessee 
The Lanier Co., 19 Patten Pkwy 
Chicago 39, Illinois 
Boom Electric, 5226 W. Grand 
Cincinnati, Ohio 
Shaffer Music Co 
Cleveland, Ohio 
J. J. Skinner Co., 25010 Lakeland 
Columbus 8, Ohio 
Shaffer Music Co., 849 N. High St 
Dallas 31, Texas 
Carter Engineering, 6762 Greenvill 
Dayton 2, Ohio 
Copp Radio Labs, 333 W. Monument 
Denver 3, Colorado 
Empire Radio & TV, 1100 Bwy 
Detroit 7, Michigan 
C. A. Nutting, 6353 E. Jefferson 
Houston 6, Texas 
Audio Center, 1633 Westheimer 
Indianapolis, Indiana 

affer Music Co., 1327 N. Capitol 
Jackson, Mississippi 
The Lanier Co., 130 S. President 
Jacksonville, Florida 
The Lanier Co., 123 W. Beaver 
Kansas City 2, Missouri 
Engineered Sound & Comm. Co. 
18 W. 63rd St 
Knoxville, Tennessee 
The Lanier Co., 1800 Grand Ave 
Los Angeles 17, Calif< rnia 
Guardian Pacific Co., 6th & Grand 
Lubbock, Texas 
Commercial Music Service 
503 G. Plains Life Bidg 
Memphis, Tennessee 
Bluff City Dist. Co., 234 East St 
Miami, Florida 
The Lanier Co., 300 NW 12th Ave 
Milwaukee 4, Wisconsin 
United Organ Co., 640 W. Va. St 
Minneapolis 3, Minnesota 
Stark Radio Supply, 71 S. 12th St 
Nashville, Tennessee 
The Lanier Co., 212 6th Ave. S. 
Nassau, New York 
Hudson Associates 
New Orleans 20, Louisiana 
E. Emile Rackle, 3855 Airline Hwy 
New York 11, New York 
Gross Distributors, 216 W. 14th St 
Oklahoma City, Oklahoma 
2-Way Radio, 921 NW 4th 
Philadelphia 21, Pennsylvania 
J. H. Sparks, Inc., 1618 N. Broad 
Portland 5, Oregon 
Home Makers Supply, 824 SW 18th 
Richmond 6, California 
Watson Communication Systems 
10533 San Pablo Ave 
Rochester, New York 
Rochester Radio Supply, 600 E. Mai 
Salt Lake City 2, Utah 
Standard Supply, 225 E. 6th S. 
P. 0. Box 1047 
Seattle, Washington 
Home Makers Supply 
312 Maritime Building 
Spokane 1, Washington 
NW Electronics, N. 102 Monroe St 
St. Louis 13, Missouri 
Tesco Telephone Electronic Sound 
2612 N. Kings Highway 
Syracuse 3, New York 
W. G. Brown Sound Equip 
521-527 E. Washington St 
Tampa, Florida 
The Lanier Co., 4025 Henderson 
Turtle Creek, Pennsylvania 
Hahn Radio, 700 Penn Ave 
Waco, Texas 
Waco Communications, 1213 Clay 
Washington 5, D. C. 
Tempo Electronics, 1341 L St., NW 
EXPORT: Ad. Auriema, Inc. 
85 Broad, New York 4 
CANADA: 
Hackbusch Electronics 
23 Primrose Ave., Toronto, Ont. 


1200 Walnut St 
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... these LAKESIDE 


FURNITURE e STAINLESS STEEL 
CHAIR wy TRAY TRUCKS 


No. 610 _ Pay their 


1ilable in spring 


cae <a Way! 


back 


For prices and Now 9 different mod 
complete informa- els to save time and 
tion see your dealer money for you! Shelves 
or write us for our have all edges folded 


distributor's name down. Also available 


Model 351 $ 76.75 with 3 edges up, 1 
Model 353 $ 85.00 down on all shelves. 


A MERIC AN <= $9225 5" caster wheels and 
ode 
Model 433 $135.00 bumper equipment on 


c A I R COMP AN Model 449 $172.00 all models. Optional 
is , 2 6 e Model 460 $162.00 caster and bumper at 
Model 462 + $210.00 

SHEBOYGAN, WISCONSIN Model 464-4 $260.00 

FOB Milwaukee, slightly higher in West. See your dealer or write today. 


extra cost. 


PERMANENT DISPLAYS: Chicago — Space 1650, Merchandise Mart 

New York — Decorative Arts Center, 305 East 63rd St. (9th Floor) 1976 S. ALLIS STREET 
Miami — 3900 Biscayne Boulevard © Boston — 92 Newbury Street WY @ ay) MFG. Inc. MILWAUKEE 7, WIS 
San Francisco — *558 Western Merchandise Mart, 1355 Market St. 
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People want 


FORT HOWARD TISSUE 


...with the gentleness of home tissue 


Your employees, customers or visitors appreciate the interfolded sheets that dispense from a locked box. 
quality of Fort Howard Tissues—like bleached Re-consider your tissue needs today! Your require- 
interfolded tissues that fit your cabinet. They have ments can be met better by one of Fort Howard's 
the same superior strength and ge ntle absorbency 19 grades and folds. For more information and sam- 
as the tissues they use at home ples—call your Fort Howard distributor salesman or 
You'll get a lot of good-will from such reasonably write Fort Howard Paper Company, Green Bay, 


priced quality tissue ...plus economy from carefully Wisconsin. 


Fort Howard Paper Company 


Green Bay, Wisconsin 


America's most complete line of paper towels, tissues and napkins 


“Little things. affect.peopiles’ 


attitude toward you" 


DRE edd ISP 
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WoopWwARD 
Medical Rr honned Bureau 


FORMERLY AINOES 
loore18S N.WABASH AVE. 
CHICAGO. ji 
* ANN WOODWARD * Ditectol. 
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KOHLER ELECTRIC PLANTS 


Is your hospital protected 
against power failure hazards? 


When central station power is 
cut off by a storm or accident 
Kohler stand-by electric plants 
take loads auto- 
mat if 
uninterrupt- 
in operating 
delivery 


over critical 


cally—run for days 


necessary. Insure 
ed use of lights 

and 

rooms, nurses’ call 
communica- 
X-rays, 
lungs, heating sys- 
baby incu- 
equipment 


bells, 

tors iron 

tems 

bators 

vital to patients’ 
care. Sizes 1000 
watts to 50 KW, 
gasoline and diesel 
Write folder 
6-G. 

Model 50R81, 50 KW. 120 208 volt AC 


Remote starting 


for 








Kehler Co., Kohler, Wisconsin. Established 1873 


KOHLER or KOHLER 


PLUMBING FIXTURES + HEATING EQUIPMENT 
ELECTRIC PLANTS + AIR-COOLED ENGINES + PRECISION CONTROLS 





sy 


reduces high labor costs 


why Lif carry ladder to job 

make return for supplies , \ mm 

“ Senna w le 
3 trips # A 


carry supplie 
back to job 





when | 
1 will 





SAFE-LAD rolls supplies to job—through al! 
doorways, elevators. Locks automatically 
Guards user. Frees both hands for work 


Model M-4 reaches 7 to 11 ft. work. Other models reach to 15 ft 
All steel construction. Stability exceeds American Standard Safety 
Code. Pays for itself in time saving and lifetime safety. Free 
freight from factory to you. 


Write for literature and delivered prices. No salesman will call. 


Safe-Lad Mfg. Co. / 


1033 S.E. ASH ST. 
PORTLAND 14, OREGON 
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Hospilab :quipment corporation 


85 EAST MERRICK ROAD, VALLEY STREAM, LONG ISLAND, N.Y. Phone LY¥nbrook 3-5100 
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\\yg va get BOTH in and SPEED QUEEN 
lay laundry equipment 


\ t 
\ ( Lifetime Stainless Steel Washers and Extractors nals 









Speed Queen 


Commercial Automatics 











Simplex 
Gas, Electric or Steam 
Drying Tumblers 






























A lifetime tub, rust-proof, chip-proof 
Bow! tub with agitator and over 






flow rinse delivers linens cleaner : 
f f : Simple controls, fool-proof 


A 
7 
construction 16 to 100 








faster, safer. Transmission guaran 






teed 5 years. Heavy duty model also pound copacities renee 
: ” 

available with baked white enamel he weave of catieiuaters Stainless Steel Self- 

+ te 

top and Stainless Steel tub. Speed Balancing” Extractors 

é performance throughout the 10-1 4 50 
Queen Commercial Automatic Dryers Id Four sizes—10-15-25 anc 

wor pound capacity feature auto 





matic “‘self-balancing”’ to re 
duce vibration and eliminate 
need for precise loading. Beau 





in gas or electric heat also available 




























Simplex Simplex tiful—functional—durable 
Upright, Open End Washers Ges, Electric or 

’ A dst a 
Beautiful mirror-bright Stain Steam lroners Full descriptive literature on any of 
less Steel or boked enamel fin or the above equipment will be sent 
ish in cabinet or conventional A high capacity 48’ = promptly upon request. Write 
design with a choice of man Super troner for i! RR ox 
val, semi-automatic or fully either gos or electric; —t ‘ ‘ 
automatic models in 25-50-75 o 56” Master lroner > eae , SPEED QUEEN 
and 100 pound capacities for gas, electric or me A division of McGraw-Edison Co 
Complete simplicity of con steam. Capacity, dur a 
struction . matchless year ability, monufactured ty Fo Rag Fe 
around performance. A choice by the oldest, most 
of 28 quick-change, fool-proof reliable name in Ripon, Wisconsin 
washing formulas lroners. 
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CREOIT BALANCE DESCRIPTION CHARGE 


Om NO. OESCRIPTION CHARGE 
| 
| 


' 
| 
212 75.00- 75.008 
212 ROOM 11.5049 : 
DRUG 2.75+2 
XRAY 14.00+1 
EKG 15.50+7 
DRESSGS 1.85+4 H 
LAB 4.00+9 ! 

PHYTHPY 12.00+6 !  PHYTHPY 12.00 

ROOM 11.50+9 ' ROOM 11.50 

DRUG 2.25+2 H DRUG 225 

' 

t 

{ 

i 

1 

{ 

t 

! 

' 

‘ 

1 

{ 

1 

! 

{ 

! 

i] 

{ 

1 





cs 
ROOM 11.50 
DRUG 2.75 
XRAY 14.00 
EKG 15.50 
DRESSGS 1.85 
LAB 4.00 


NUR 6.75+9 NUR 6.75 
DE LROOM 15.00+9 DE LROOM 15.00 
TRANSFU 18.00+8 TRANSFU 18.00 

ROOM 11.50+9 . ROOM 11.50 


DRESSES 2.35 
DRUG 7.50 
Oxy 10.00 
TRAY 1.65 
ROOM 11.50 


ORESSGS 2.3544 
DRUG 750+2 
OXY 10.00+9 
TRAY 1.65+3 48.106 
212 ROOM 11.50+9 59.60¢ 


Provides all service revenue totals at a touch of 


the motor bar! If you're partial to the vertical charge distribution 


plan for patient billing, just look at the Burroughs 
Sensimatic’s ability to make the most of its 
inherent simplicity and low cost. 


A touch of the appropriate key, and the Sensimatic 
automatically identifies, in word or code, the 
charge on the form. For final proof and revenue 
distribution totals, you merely turn the Job 
Selector Knob and press the motor bar once. 


With a Sensimatic, even inexperienced personnel 
quickly master patient billing. For Sensimatic 
automatically makes many of the decisions for the 
operator as it swiftly prepares the statement. 

And in many cases a duplicate copy of this 
statement satisfies insurance requirements. 


The versatile Sensimatic will also handle your 

other accounting jobs. A flick of the knob 

and it switches from job to job quick as a wink, 
does each job automatically, thoroughly. 

See this workhorse of hospital accounting in 

action. Call our nearest branch for a demonstration. 
Burroughs Corporation, Detroit 32, Michigan. 


BURROUGHS SENSIMATIC 
Accounting Machines 


BURROUGHS" AND " SENS/MATi( ARE TRADEMARK 
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MEDICAL EMPLOYMENT SERVICE 


POSITIONS OPEN 


MEDICAL BUREAU—Continued 
EXECUTIVE HOUSEKEEPER 1 


59 East Madison 


MH! 
FACULTY POS' (a) 


MH 


MEDICAL RECORD LII 


TINT 
VI 


MHI 
SUPERVISO! 
P nit k 


faster 
cleaning 














More and more institutions are giving the chief 
housekeeper authority to organize a cleaning squad 
so she can make headway in separating house- 
keeping duties from nursing. Gennett U-2 Utility 
Cleaning Cart, illustrated above, is popular because 
it carries all things required for good housekeeping. 
41'2" x 34” x 22”—heavy gauge metal 21” x 
11” shelves—1” tubing frame—rubber wheels and 
bumpers—6 broom holders—2 brush holders—quick 
removable bag. GENNETT AND SONS, INC., One 
Main Street, Richmond, Ind. 


sil 





MEDICAL EMPLOY MENT—Continued 


NAGEI 


OOD MA 


Chicago 2, Ill. 


ANdover 3-5663-64 
Alfred E. Riley, R.N., MSHA Director 


PRATOL 


oF tag 


American Appraisals help establish 
true operating costs 


Hospital administrators can establish their costs 
more accurately based on an American Appraisal 
property record and remaining life study, which 
place depreciation charges on a realistic and sup- 
portable basis. 
The 
"= ~ 
AMERICAN APPRAISAL 
Company 
Leader in Property Valuation 
Home Office: Milwaukee 1, Wisconsin 
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In all the world... 


no more widely used and respected intravenous anestheti 


» 


\fter more than 23 years of use and over 2800 published 

reports, PENTOTHAL ha unmistakably — become the 

world’s most thoroughly documented intravenou r >» VV; N ry O T H A I 
inesthetic. Notably safe, predictable in its action, and * a J a 4% AA fh 4 
vet highly economieal, PENTOTHAL Sodium has today S d . mM 

become synonymous with modern intrave 7; | U 

nous anesthesia. Do vou have our literature? (bbott (Thiopental Sodium for Injection, Abbott) 











no pain... no memory... 
no nightmare 


of fear 


in pediatric anesthesia 
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Consistently gratifying resultg from PENTOTHAL administered 
rectally have been reported for patients from all age 
groups... including infants as young as three weeks. 
PENTOTHAL by rectum reduces the dosage of inhalation and 
supplementary agents, making anesthesia physiologically 
much less disturbing to the patient. As a basal anesthetic or 
as a sole agent in selected minor procedures, PENTOTHAL by 
rectum stands as one of the safest, most versatile 


and humane methods in all pediatric anesthesia. Obbott 


PENTOTHAL Sodium 


(Thiopental Sodium, Abbott) 





by rectum 






¢ WHAT ARE YOU DOING 
YOU CAN TELL ae ABOUT YOUR - 
aie eno = SAFETY SIDE PROBLEM? 


) a a 







A COMPLETELY NEW, 


ANCHOR AQ NYO eee NCIPLE 
SURGEON’S BRUSH 


Tough Guaranteed to withstand more than 400 





Royal Universal Safety Sides 





operate on an entirely new 










autoclavings principle ... Brackets ; 

Gentle Tufts are soft but firm...specially tapered attach to side rail of L “= 1 ad 

for better scrub-up efficacy with more comfort the spring and serve as ny, 
4 bef 

Anchor Brushes weigh only 1'@ oz grooved centers about which sass faae = we 

handles for firmer gripping crimped bristles for supporting arms pivot when 

better soap retention designed for efficient use in sides are raised or lowered. 






Anchor's modern brush dispensers 






Fits any hospital bed spring . .. completely interchangeable. 


Anchor Brushes save money for you because of thet G 
| ® 
unusual durability and outstanding performance By simply installing brackets on each bed spring, Universal 







They are the most economical on the market today Safety Sides can be moved from bed to bed without tools 











Completely out of the way when lowered. 
Eliminates any obstacles in making beds or treating patients— 


Order by the dozen or gross from your hospital sup 





ply firm today! 





flush with spring fabric when lowered. 





Locks automatically and securely when raised. 
Simple spring release makes raising and lowering almost 
effortless. 


Other outstanding Anchor Products 















the new All-Nylon Emesis Basins 






All-Nylon Drinking Tumblers 








4) No interference with orthopedic devices—bedside tables 
- —footstools or steps. 

. . . Even on Hi-Lo beds, no risk of damage to walls or bed 
ends—no chance of injuring personnel or patients. 







Stainless Steel Surgeon's 


Brush Dispensers 







HAUSA ALA iyal ROYAL METAL MANUFACTURING COMPANY 
Cé ): Park Avenue, New York 16, N.Y. Dept. 8-M 






Sold Only Through Selected Hospital Supply Firms 


ANCHOR BRUSH COMPANY 
AURORA, ILLINOIS 


Write for Complete Information to Exclusive Sales Agent: 


THE BARNS-ELY COMPANY 
1414-A Merchandise Mart + Chicago 54, Illinois 







Please send literature on Universal Safety Sides 
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POSITIONS OPEN 


MEDICAL EMPLOYMENT—Continued 


COMBINATION LABORATORY & .-RAY 
rECHNICIANS ‘ 


INTERSTATE MEDICAL PERSONNEL ads 
BUREAU bed Ot 


MEDICAL EMPLOYMENT—Continued 


: 





INTERSTATE—Continued 


DIRECTOR OF NURSING 
‘ Michigar 
NESTHETIS1 M 


MEDICAL RECORD LIBRARIAN 


XECUTIVE HOUSEKEEPERS ‘ 
P ' ” 


Miss Elsie Dey, Director 
332 Bulkley Building 


Cleveland, Ohio 


SHAY MEDICAL AGENCY 

Blanche L. Shay, Director 

55 East Washington Street 
Chicago 2, Illinois 


EXECUTIVE PERSONNEI 


Continued on page 180) 








3+ SPECIALIZED 
ARMSTRONG 
BABY INCUBATORS 


A complete line .. . 


one for each specialized need. 


Armstrong X-4 
(Nursery-Type) 


Armstrong X-P 
( Explosion-Proof ) 


Armstrong DeLuxe H-H 
(Hand-Hole ) 


Write for detailed bulletins—or 
use our free telephone service. 


THE GORDON ARMSTRONG CO.., Ine. 
502 Bulkley Building 
Cleveland 15, Ohio CHerry 1-8345 


7 




















EQUIPMENT 


for HOSPITALS 


No. 1043 Folding 
Linen Hamper 


Completely filled laundry bag 
can be easily removed through 
side of hamper, without lifting. 
Hamper stands by itself when 
folded for storage. Chrome 
plated 1” steel tubing. 3” ball 
bearing rubber-tired casters. 
19” x 21” x 55” high — open. 
19” x 6” x 39” high — folded. 
Made to hold standard laundry 


Other Sturd-i-brite bag, though not furnished. 


HOSPITAL Items: 
© Safety Step-up Stools © Single Panel Screen 
® Apron and Glove Holder for X-ray ® Irrigator Stand 
* See your Local Dealer * 


THE GAYCHROME CO., Sturd-i-brite Div. H 


1079 Southbridge St. © Worcester 10, Mass. 


WRITE FOR\FULLY DESCRIPTIVE FOLDER 
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sss 


Catheter Trays 
B54" x 314" x 134" 
174g" x 44%" x 2%" 





Dressing 
Jars 








Wash Basins i . 
' 0 0 No. $-30 31%, Qts. 121%” 3 
me. Hr / ‘ An ” No. $-32 4V, Qts. 1314” Male Urinal 
No. $-8 y ’ “x 954" Iq Qt. 44" x 5” 





J 


Solution Bowls 


No. $-134 7 Qts. 14” 

- : No. $-136 9 Qts. 1434” 
Solution Pitcher 

No. $-020 2 Qts. 419" x 654" 


a Beverage Server 
( | 7h oP .< i No. S-11 Hinged Cover 
s | ri f i 

ponge : 

ed Pi, a 








No. $-75 24 oxs. 
Ne. $-106 40 ozs. 


Ne. $-107 64 ozs. 





Irrigator 
. No. $-2..2 Qts. 5x7” 
Ss 
en o nw we 
re 
Tumblers » tt * G gin 
No. $-7_7 ozs. 3x3” ° git a PO \eo ‘ 
° here: Por? w 
cary ot 


Polar Ware Co - 4300 LAKE SHORE ROAD 


SHEBOYGAN, WISCONSIN 
Merchandise Mart — Chicago 54 


*123 S. Santa Fe Ave. *415 Lexington Ave. Offices in Other Principal Cities 
Room 1455 Los Angeles 12, California New York 17, New York ‘Designates office and warehouse 
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SULTs 


DOROTHEA BOWLBY 


ALIFIED Nt 
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PROFESSIONAL COUN 
PLACEMENT EI 


\“ 
WW 
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UNCONDITIONALLY GUARANTEED 


of every type and weight 
ALL RUBBER 


ke CLL ry 


> 


a 
Guaranteed by ~* 


Good Housekeeping 
© ° 


2 a5 sovcend wat 


° FLANNELETTE 


* PLASTIC 


HOSPITAL SHEETING 











RUBBERIZED 
heav yweight 
COATED SHEETING 

Double coated hospital sheeting. 
Guaranteed to comply with all 
the requirements of CS TS-355la 
as issued by the National Bureau 
of Standards and Federal Speci- 
fication ZZ-S311A. 


‘ 
. 
‘ 
‘ 
’ 
‘ 

ms 


ELECTRIC 
CONDUCTIVE 
SHEETING 
Double coated fabric. Conforms 
to specifications of National 
Fire Protective Association 


Color: black. .020 thickness. 


‘ 
‘ 
‘ 

s. 


WONTARE 
HEAVYWEIGHT 
PLASTIC 
The most durable type of un- 
supported heavyweight Vinylite 
sheeting, embossed. Soft, flexible. 
Will not crack or stick whether 

wet or dry. Can be sterilized. 








Available in 12, 25 and 50 yard rolls. 


Canton, Massachusetts 


PLYMOUTH RUBBER COMPANY, INC. 


The Largest Rubberizers of Cloth in the World 
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SQUIBB 
ANNOUNCES 


VES 














lal N 




















Squibb Triflupromazine 


a new, improved agent for better 
management of the psychotic patient 


Makes possible better custodial care by: 
@ moderating combative tendencies 
® effecting minimal sedation, thus permitting better cooperation 


Hastens social rehabilitation by: 


® facilitating insight into reality 


® increasing accessibility for psychotherapy 


Improves patient-personnel relationship by: 


@ diminishing patient destructiveness 


® bettering ward behavior 


and in extensive clinical trial, VESPRIN 
has proved singularly free from toxicity 


Chemically, pharmacologically 


and clinically improved, VESPRIN ™ jaundice or liver damage—not observed 
rapidly controls psychotic @® skin eruptions—rare 


symptoms without oversedating the photosensitivity—rare 


patient into sleepiness, apathy blood dyscrasias—not observed 


or lethargy. With VESPRIN, hyperthermia—rare 


drug-induced agitation is minimal. convulsions—not observed 


SQUIBB F p Squibb Quality—The Priceless Ingredient 
4 
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Continued on page 184 


| Quiet, Deper 
KILIAN BALL- BEARING CASTERS. = 


GUARANTEED IN pec inlfl SERVICE 
Five Years Without a Failure 


Quality built to insure positive swiveling, based on patented 
bearing structure. 

All metal parts are machined from bar stock fully heat treated 
for years of continuous use. Forks and brakes are made of malleable 
iron to withstand excess abuse. 

All exposed parts are cadmium plated for better appearance and 
to counter corrosion. 

At the Hospital for Sick Children in Toronto, for example, 

every bed, cot, and mobile equipment were fitted with 

Kilian casters. NOT ONE CASTER FAILURE WAS RE- 

PORTED IN FIVE YEARS OF CONSTANT USE. 

You can profit from the experiences of institutions like the 

Hospital for Sick Children by insisting on Kilian Casters. 


yen 


ie 


ear A ee CORP. 
CUSE nM IY. 


PAL N UFACTURING CORP 
(CANADA), LTD 
i feidelalio Wee @lilielal- Fame Gclalelele! 
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+i bi 
sign and production of safety-keyed outlets. Today, this system is still 


Ten yeors ago Hartford Hospital pioneered in the use of piped medical 
gases for anaesthesiology. Schrader cooperated with the hospital in de 


Schrader medical gas outlets have served 


operating efficiently 


ten years...dependably, safely, conveniently 


plug the adapter into the wrong unit. For added safety, each 


Medical gas plug-in systems were pioneered by Schrader in 
cooperation with the Hartford Hospital a decade ago... 


still in use today 


these fittings are 
original Hartford installation. 


In the years since the 
Schrader has continued to design new and improved equip- 
ment for piping medical gases. Today, hospitals can have 
either Schrader safety-keyed flush-mounted or exposed out- 


lets for oxygen, nitrous oxide, vacuum and air. You can't 


outlet is color keyed for the gas handled. 

The new Schrader outlets can be coupled or uncoupled by 
a single-handed operation. Just plug in lines, or disconnect, 
with one motion. They're as easy to install as electric outlets. 


Either type will be shipped complete and ready for installa- 
tion after complete inspection test. Write for further details. 


LATEST SCHRADER SAFETY-KEYED OUTLETS FOR MEDICAL GAS PIPING NOW AVAILABLE 


A. SCHRADER’S SON 
Division of 
Scovill Mfg. Co., Inc 
470 Vanderbilt Avenue 





Not Here 


o division of $C OVILL 


j {| 
r# 4 FLUSH 4 EXPOSED 
ae i 
Xt E ey \ 
xeveo © na 
. 


Fits Here 


FIRST NAME IN SAFEST 
MEDICAL GAS CONTROL OUTLETS 











Brooklyn 38, N. Y. 
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BOSTON LYING-IN HOSPITAI Tr 


SCHOOLS—SPECIAL saith seit 


INSTRUCTION teenetiin te. sinters 


Soe 4 re 


for quick, de- 
pendable protec- 
tion to nursing 
bottles .. . use 
the original 
NipGard* covers 
Exclusive patent- 
ed tab construc 
tion fastens 
cover securely 
to bottle @ For 
High Pressure 
(autoclaving) . 

for Low Pressure 
(flowing steam). 





semeens) br 


TTsLA | | 
. @ 2 
mowing Fat ipG ard 


re oe ee 


INDIAN TURQUOISE J 


DISPOSABLE 
NIPPLE COVERS... 


Enjoy beauty plus convenience and economy. provide space for identification and for- 

; ' mula data... instantly applied to nipple; 

Paint walls with PRATT & LAMBERT New Lyt-all save nurses time...cover both nipple and 

; bottleneck. Do not jar off. No breakage. 

Use No. 2 NipGard for narrow neck bottle 

; . use No. H-50 NipGard for wide mouth 

Odorless type. Scrubbable. Its beauty endures. (Hygeia type) bottle. Be sure to specify 
type desired. 


Flowing Flat in exclusive Calibrated Colors. 


| PRATT « LAMBERT-INC. THE QUICAP COMPANY, Inc. [> /—hanen 
= UML a Dept. MH | NipGards. Profes- 
ee a se nee Greenville, South Carolina dnt - 
NEW YORK e@ BUFFALO @ CHICAGO e@ FORT ERIE. ONT | ae o 
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Easy rolling Colson Mop Truck 


speeds up cleaning efficiency... 


Cleaning crews work from one area 
to another faster with Colson Mop 
Trucks mounted on silent, easy- 
rolling Colson wheels and casters. 
There's a model to efficiently meet 
the cleaning requirements of any 
FVsatel iat ae) Mi lele) mr) el-(ol-Fam Oto] Vela Mutey 
Trucks are available with tank 
capacities as small as 8% gallons 
to as large as 60 gallons. All joints 
are welded and soldered absolutely 
watertight. Tank bottoms slope 
toward drip-proof drain valves. 





Mop Truck 
No. 6529 


ALL-PURPOSE 
PLATFORM TRUCK 
No. 10-6241 
For quick, easy deliveries 


LINEN SERVICE 
TRUCK 
No. 657iLarge capacity permits every- 


thing to be carried in one 
time-saving trip. 


SPACE-SAVER 
LINEN HAMPER 
No. 6612-6 
Hamper sets stack 
for compact storage. 


HEAVY DUTY 
LINEN HAMPER 
No. 6601 
Bag can be removed 
from side instead of 
lifting out over top. 


No. 1-5267-73 No. 4-807-65 No. 3-1013-74 
p COLSON CASTERS SAVE YOUR FLOORS 


CAN DOLLY ENCLOSED DISH TRUCK FOLDING 
No. 6655 TRAY TRUCK No. 10-6406 CHAIR 
No. 6344 No. 4255 


smoother—quieter—faster rolling 
first choice for lasting efficiency 


Whether wheeling materia/s, supplies or patients , 
the complete COLSON line offers 
the finest in quality materials and superior workmanship 
The Colson Corporation * General Offices, Elyria, Ohio 


Factories in Elyria, Boston, Toronto 


Write Today for FREE, Complete Catalogs! \ as 
Cal 


EQUIPMENT 
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Every feature of these specially designed counters enables 
you to serve your patients more cordially, promptly and 


efhciently. Clerks always face the patient never have to 


move around to complete bookkeeping and cashiering op 
erations. They work effortlessly trom a comtortable sitting 
position with everything located within arm's reach 

Most important, full time point-of-use fiye protection for 
your vital records is now available in desk-height, certified, 
insulated counter units. For further information on the 


many other advantages of the Sectional Patient Service 


Counter for hospitals write for FREE folder CH1068 to 
Room 2231, 315 Fourth Avenue, New York 10, New York. 
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WHAT’S NEW FOR HOSPITALS 


Edited by BESSIE COVERT 





DECEMBER 1957 


TO HELP YOU get more information quickly on the new products described in this section, we 
have provided the convenient Readers Service Form opposite page 208. Check the numbers 
on the card which correspond with the numbers at the close of each descriptive item in which 
you are interested. The MODERN HOSPITAL will send your requests to the manufacturers. 
If you wish other product information, just write us and we shall make every effort to supply it. 


Mobile X-Ray Unit 


Has Increased Power 


lien ! tdyusted from: positions 

mitsice i sterile zone. Wilmot Castle Co., 

1903 E. Henrietta Rd., Rochester 3. N.Y 
Fe ; ? 


more details c e 2182 on ma g car 


Attractive Floral Design 
in Disposable Food Servic 
Matched too 


fabri 
during treat 
patient am 
I 


itient 


patient 
mipers protect w ills 


when the bed is moved 
vheels re ‘ juipped witl brakes 
nel ster nike the bed easily 


Hill-Rom Co.. Inc., Batesville. Ind 


85 on m ‘ 


For more details circle 


Iwo Translucent Ceiling Panels 
Acousti-Lux Line 
withir Z bir § ; Haistrates id Southland are 
te R rie (r] ! » 4 tw new designs 


he used . 3 , . 
in the y-ray design makes attractive travs. Dixie Cup isk celling | ls introduced 
radiography Co., 24th & Dixie Ave., Easton, Pa 2 ( he lig nit g panels in 

id other examina For more details circle =183 on mailing card t coustl ' 1 I designed for use 
Ww requiring pecia positions General BI mn 1 suspt naed ce iling 
Electric, X-Ray Dept., Milwaukee 1, Wis. Vstem and luorescent light source, Bot 
rcle 218! on mailing card Detarnishing Formula lesit tilable in 24 by 24 and 24 
for Tableware 1 izes to provide comfortable 


Assure is the mame 


For more deta P 


lighting for hospit il installations 
Major Operating Light chemical formulation devel vdtaaet epee we Acousti-] vital Seay Is consist of 
in Low-Cost Castle 69 rigs inggecsibe a: see yin 
rhe Cast] : be -— ware It removes stubborn food so ' 
its detarnishing action renews ht 1 iform inslucen iwross) the ceiling 


for pre-soaking and = detarnishing 
sO nd thsorption ind 


of silverware red 

burnishing operation 
packaged im two-p nad contro 
Economics Laboratory, Ine.. 
Ave.. New York 17. 


For more details circle 184 on ma 





Shock Therapy Bed 
for Psychiatric Department 
Designed especially for tse Hh otherita 


institutions and the psychiatric depart 





ounter-balanced type. It is ceiling mounted ments of general hospitals, the new Hill - 
surtace { nits are mst led In combination 


1 has four light sources, each in a Rom #44-6 Shock Therapy Bed is a ! 
with sound-conditioning tile or in an ove 


ind 
) { nultipl al ‘fect Yesigned ne ial ope ) 

eparate multiple-beam reflector. Designe manually operated Hilow unit. It = car i) trancacent collec desta. The Calstes 

to get to the bottom of the deepest in he used to. tr insport = patients betwee > = * h: 2 
Corp., 120 8. La Salle St., Chicago 3. 

Cisio! without ‘rlare on highlights trom treatment and recovery rooms, hence man For more details circle +186 on ma aa cid 

(Continued on page 188 
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Lcétlile Windows 


the modern 
hospital treatment 


The tight weatherstripped 
struction of Fleetlite wind 


@ Provides the right 
ventilation for any 
weather condition. 

@ |mproves nursing 
and hospital morale 

@ Adds years of 
maintenance — free 
life to buildings. 


Children’s Hospital 
Buffalo, N.Y. 


James Meadows & Howard; Architects 


and interlocking con- 
yws stops drafts, dust, 


noise, rain and snow for extra comfort. Double 


window design provides th 


e insulating air space 


that saves heating and air conditioning costs and 


permits indirect ventilatio 
Fleetlite windows never neec 
Save maintenance costs. 


Other Fleetlite products of cc 


include Double Horizontal Sliding 


n during rainstorms 
1 painting or puttying 


»ymparable high quality 


4/1 sash easily 


Windows, Sliding Glass Doors, Jalousie removable from 


Windows and Doors. 


AMERICAS Ares? WINDOW 


FLEET OF AMERICA 
INCORPORATED 


2015 WALDEN AVENUE 
Dept. MH-127 
BUFFALO 25, NEW YORK 
Manufacturing Aluminum Windows Since 1926 


the inside for 
leaning 





Send me complete information on 


Fleetlite windows. 


Please have a representative call. 


iddress 


Zone 











WHAT'S New 


Pre-Lubricated Tube 

for Disposable Enema Unit 
\ prelubricated rectal 

to the polvethylene bottle 

provement ottered 

Disposable Unit. It is ready 

romo il I the protectt 

The matoml il] 

Mini Zzes the hazard 

patient ind the unique 

vents leak igre while cont 

The unit is available ina 

ton giving easily inderstood direction 

tor administration. C. B. Fleet Co., Inc.. 

Lynchburg, Va. 


For more deta 


Hall China Holder 
for Sugar Packets 
An attractive 
is now available tor 

ets. Holding 
thie ontamer 
ine 


iwailable at 


* 


dining roo 

holder 

removal of the ‘ t il 
holder is available in 26 color I 
China Co., East I iverpool, Ohio 


For more details rcle 88 on ma 


6S 


! ! 
Hall 


PC Glass Block 
Now Available in Color 
Attractive. cheertu olor s beet 
added to glass blocks tor use in curtain 
1] 


Walls and other Structur il reas Lhroug! 


method of applying a fired-on trans 
lucent cramic finish, blocks ire now 
available in blue, green. vellow and cora 
and have a median light’ transmission 
range of about 25 per it. Dithused nat 
ural light is thus supplemented by the 
eflect ot glowing color 

Tests conducted at the manutacturer 
research laboratories indicate that the 
color 1s non-fading and 1s unatlected by 
icids, alkalis and sulfides. The new color 
vlass 1S especially effective tor curtain 
wall use It is quickly put up, provide 
its own insulation, and 1s finished inside 
and out when installed. Curtain walls 
require minimum maintenance and in 
sulation costs are low since the glass 
blocks constitute the wall. Pittsburgh 
Corning Corp., One Gateway Center, 
Pittsburgh 22, Pa. 

For more details circle <189 on mailing card 
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Gold Bond TRAVACOUSTIC CEILINGS 
bring 


to this hospital 


St. Vincent Infirmary, Little Rock, Ark , 000 sq. tt. of Gold Bond Travacot 


Nursery—quiet and sate, because Gold Two handsome surfaces—Iravacous- Cafeteria—quiet with easy maintenance, 
Bond® Travacoustic, made of incombus- — tic is available with the classic fissures of because Travacoustic® tiles are easily 
ble mineral tibres, absorbs up to 80% natural travertine stone, or with modern vacuum-cleaned. The ceilings may be 
strike it. And this hos- — striations that let you design your own — repainted to change color schemes. Maiti 

trom echoing over-all ceiling pattern. Both give high this coupon tor more information on 


YOTStEpS. light-retlection — diffused, without glare. Gold Bond Acoustical Ceilings 


pt. MH-127, Buffalo 2, N.Y 


mM Company, D 


ACOUSTICAL 


DECIBEL booklet that shows how 
idit i I 


NATIONAL GYPSUM CO. 
BUILDING PRODUCTS 


City County Zone State 
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WHAT'S NeW 


Electro Surgical Unit 
Has Additional Attachments 


; 


Eup) 1 
cahduc ti 


Series 30 
Swivel Caster 


nd the Pencil Grip Rotary Handpiece \t 
tachment round out the unit 

The Contra Angle handpiece IS designed 

reach difficult locations at right ingles 
to the point of access The Sagittal Plane 
Saw utilizes the oscillating method of 
utting. Blades tor the new saw operate 
trom the end of a narrow arm and can 
be interch ice d without special tools The 
Saw Is designed to reach narrow deep lo 
itions where visibility is difficult The 
Pencil (-rip Rotary H indpic ce Attachment 

i redesigned burring and drilling tool 
which increases visibility in reaching deep 
irrow locations It is described as being 
ideal for grafting, cleaning out scars, taking 


ft cartilage, cleaning out areas of chronic 


offers you 


p CASTERS 


with double ball bearing swivels 


Electrically conductive treads satisfy 
operating room requirements. 

Approved by Underwriters’ Laboratories. 
Renewable rubber tired wheels. 

Top quality swivel lubrication. 

Heavy gauge steel forks and races. 


Superior quality bearing bolls. 


Sales Representatives In Leading 
Cities Throughout the Country 


Jarvis QD) jarvis, Inc. 


PALMER, MASSACHUSETTS 


IN CANADA: Jarvis & Jarvis of Canada, 1744 William $t., Montreal, Que, 


190 


bone infection and trephinin the skull 
Orthopedic Frame Co., 420 Alcott St. 
Kalamazoo, Mich 


For more details 


Cres-Cor Mobile Racks 
for Refrigerators 

Mobile racks for use in’ reach-in 
walk-in refrigerators and coolers are now 
wailable from Crescent Metal Product 
Faster handling ot salads, desserts in 
other spec ial items, as well as better stor 


we of dairy products vegetables reat 


ind left-overs is possible with the new 
Cres-¢ ” Mobile Racks Racks Cali bye 
filled and wheeled into the refrigerator 
ready to be wheeled out for quick ery 
ing Phe racks thus provide transporta 
tion, storage and serving facilities im the 
one unit. Cres-Cor racks for refrigerator 
ire available in heights of 30, 36, 42, 45 
8 and 70 inches Phey are easily cleaned 


without disassembly. Crescent Metal Prod 
ucts, Inc., IS9OL St. Clair Ave., Cleveland 
10, Ohio. 


For more details circle <I9I on wr 


Air Diffusing Grilles 
Are Easily Installed 

The new line ot extruded tluminum 
Linear Type Air Diffusing Grilles in 
troduced by Titus is quickly and easily 
installed by snap spring clips. They op 
erate efliciently for diffusing air in ceil 
ings, sidewalls or floors and are rugged 
enough for the steady wear and tear ot 
Hoor or window sill installations. They 
ire especially suited lor ontinuous line 
use above or below large window areas 


Titus Mfg. Corp., Waterloo, Iowa. 


For more details circle 2192 on mailing card 


Heating-Cooling Thermostat 
Has Positive Cycle Changeover 

The new Powers Type ILC Thermo 
stat eliminates uncomftortable delays in 
idjusting au conditioning systems to 
meet daily and seasonal needs. The posi 
tive changeover thermostat 1s designed 
for use with pneumatically controlled air 
conditioning systems in institutions and 
acts rapidly and positively when changed 
from heating to cooling. A single ball 
double seat air valve mechanism provides 
100 per cent larger air capacity for fast 
repositioning of the control valves or 
dampers without using amplifying relays. 


Powers Regulator Co., 3434 Oakton St., 
Skokie, IIl. 


For more details circle #193 on mailing card 
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hepatitis-free blood plasma substitute: 


PLAZMOID 


brand of gelatin solution 


Plazmoid is purified 
gelatin in isotonic solution 
of sodium chloride. It 


parallels plasma in colloidal 


osmotic effects, yet is 
much less expensive, and 
free of the possibility of 


transmitting serum jaundice. 


Available 
in bottles of 500 cc. 





@TRADEMARE REG. U &. PAT. OFT 
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WRAY'S New 


Solatex Silver 
for Controlled Overhead Daylight 
rie ic’sS 

Phe Rete 
Silver pick up 
sunlight and reduces 
the high 
with minimum 


loss 


Main 
heat 
ft the 
Wasco Products, Inc., Bay 
bridge 38, Mass 
Bor n 


Stim ois 


ire features 


ore deta 


Sol iter Silver Is a Tew material devel 
oped to provide controlled davlighting in 
skvlights Glare | objectionable heat 
ire controlled is the 


it different hours of the das 


ang Mobile Unit 
variations in light 
Phe material By 


Was Ke 


tre 
veloped specifi ill 


was developed to olite ministrative nial 


city HOSPITAL 








} 
' 


“It’s from S. Claus—He wants a private room for the 26th and 
lots of that refreshing Continental Coffee” 


\ 


i 
| 


; 
; 
a = 


= 


a a 


Everyone Enjoys 


Weve life Hwee 


cht 
titi 
Cranistnission OT 


mow 


Itt low ingle 
ind heat 
diffused light 
heat 
Retlectadonn 


State Rd., Cam- 


Demonstrates Electrical Svstems 


In every walk of life everyone enjoys rich, full-bodied, invigorat- 
ing CONTINENTAL COFFEE. Superb blending of the world’s 


choicest coffees and precise roasting with automatic controls as- 


sure unfailing uniformity. Write today for a FREE trial package. 


Contlmenial lyee 


AMERICA'S LEADING COFFEE for Restaurants, Hotels and Institutions 


CHICAGO*+BROOKLYN-TOLEDO 


Seattle 


ROYAL CORONA 


Washington 





when 


stitution is well 
} 
trical engi witl Wor 


neers 
ndard elec 
Standard 


of St 
nobile display 
it for hool 


titution 


| nit 
iospita 

W { } 
bull size 
ment 1 incl operate 


tint 


midible 


jtetpornne th 


call 


THULE S« 





non call 


| 


pri 
| 


ma 


stall 


1 
wiclible 


tem 
ent lized 


bppunne rit 
svnchronou 
type in ) 
‘ " ‘ for | 
! Vet I>] le 
‘ Standard Electric 
Springfield 2. Mass 


Jeta 


er 
Time Co., 
F nor 


Key Control 
with Ke-Drawer 
he Drawer 


dexing and identiti 


Ke 


Ps ; 
hiled neatly and 


curely ittached to 


| 


lor rapid, easy filing 


lye 


KCVS 


individual knows 
are checked out 


I he Ke 


tandard ofthce desk 


Drawer will 
adrawel 
rally designed sO that its CO 
the desk 
thus giving eXtra proter 


Wel s 
Dra e4 


with a 


closed betore lrawet 


1 
shut, 


tion 


structed © 


keys. The Ke 


On 
| 


welded steel durable finish u 


ty otf Sf 


h is a Pp rie 
keys. Cushman & Denison Mfg. Co.. 
153 W. 23rd St., New York 11. 


For +196 ing card 
(Continued on page 194) 


ariety ot colors. It 
nmai 
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ABOUT THIS UNIQUE 
7-UP PROCESS 





Only the quintessence -_ 


is good enough for 7-UP 


TO EXTRACT ONLY 
1 OUNCE 
OF 7-UP FLAVOR ESSENCE 
WE SQUEEZE THE PEEL OF 


THOUSANDS 
OF FRESH LEMONS 


loproduce 1 ounce of concentrated 
eer flavor literally takes thousands 
of tresh lemons and limes. That's why 

’-LIp is Nature’s own gitt a pure, 
uit essence wholesome, natural flavor 


takes special equipment, time, care For a tresh, clean taste 


— ee ee ee ee ee ee ee ee ee ee es es 


r 
i 
t 
I 
4 
I 
' 
1 


Nothing, does it like Seven-Up! 
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STEP UP \ 


HOSPITAL EFFICIENCY 


AS MUCH AS 


5 O % 


WITH A 


)UKANE 


NURSES’ CALL SYSTEM 











DOES YOUR HOSPITAL 
GET THESE BENEFITS? 


NURSES’ MASTER STATION 
Instant 2 way visual and audible 
contact with all stations includ- 
ing priority emergency signal cir- 
cult, 

BEDSIDE STATIONS 
Single or dual stations provide 
nurses’ call service with or with 
out 2 way communication be- 
tween patient and nurse 

SOLARIUM & DUTY STATIONS WITH INTERCOM 
2 way communication between 
nurse and ambulatory patient and 
ability to reach nurse in any loca- 
tion where she normally may be 
found, 

LAVATORY STATION 
Announces a patient who may be 
in trouble in lavatory or bath- 
room areas 

CORRIDOR LIGHTS 
Easily visible, unbreakable corri- 
dor lights for rooms with Bedside 
Stations. 


PLUS this EXCLUSIVE 
DUKANE benefit! 


Only DuKane gives the hospital a 
MULTIPLE Channel Nurses’ Call Systemto 
multiply Bedside Communications Chan- 
nels. it permits the use of 2 or more Nurses’ 
Master Stations in which separate calls 
may be answered from any Master Station 
simultaneously. Countless steps are saved 
as a nurse need not return to the central 
desk to answer calls. Speeds service, 
increases efficiency .. . saves costs! 





Write for the beneficial facts today! 


lp ease send me all the facts on OuKane Nurses 
Call Equipment 

Duane Corporation, Dept. MH-127 

St. Charies, Nunois 


[NAME 
| avpress 


jo'ry 


| hospital 





WHAT'S NEW 


Aluminum Safety Sides 
in Beam-Matic Line 
Aluminum Safety Sides weighing 
nine pounds per side are now offered 
Beam-Matic line of hospital equip 
nt The special onstruction design 
| the light 
of the new. sides hes 


weight with higl 


securely to the lower bed 
knob with a um lock to protect 


release by the patient Phe sick 


durability 
t} 


nvlon bearings for 
internally 
ure 
ire ilso i iil ible rie 
tion. Beam Metal Specialties, 25-11 
Long Island City 3, N.Y 


re deta rcle +197 on ma 


49th St., 


Photocopying and Duplicating 
Combined in a Unit 


- Dic 


re A. B. Dick Company, 5700 


Touhy Ave.., 


For more deta 


( hicago 31. 
Lighting System 


Is omplete Package 


nev 


Curtis Lighting, Inc., 6135 W. 
Chicago 38. 
jetails 2199 on mailing ard 


Continued on page 196) 


65th St., 


HOW TO SELECT 
THE APPROPRIATE 


|e) CONIA D 
ep NOLEN 


Interr 
» for digni 


permanent bronze plaque 


Remember 


Write 
today 

to 

Dept. 55 


INTERNATIONAL BRONZE TABLET CO., INC 
150 West 22nd St., New York 11, N. Y 


TOPS 
in 
SPEED 
and 
QUALITY 
FINISHING 
* 


WRITE FOR COMPLETE 
INFORMATION TODAY 


7 UNIPRESS ¢-~+<-1 





si 





| 
2808 H Lyndale Ave. So., Mpls., Minn 
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PROVIDE SEPARATE 
CHARTING AREAS 
FOR 
DOCTORS AND 


NURSES WITH 


ALOE REVOLVING CHART FILE 


Now vou can divide vour nurses’ 
station into separate ¢ harting areas 
for nurses ar lo ) and eliminate 
the confusion that exists where only 
one area is provided. Such separation 


es is at last mac 


the Aloe Revo 


several people 
or combined charting 


in table or floor stand models 


in sizes to accommodate 20, 30 or 








It ean he double-de¢ ked to hold 








» SO charts. Contains convenient rack 


for extra charts, pencils and supplies 


The Aloe Revolving Chart File is one 


example of the many functional ideas Aloe 


can offer to modernize your nurses 

ion. Aloe institutional-quality Moduline 
cabinets and counters are also specially- 
engineered to provide maximum efficiency in 
your prese nt area, Send the coupon today 
for complete details on Aloe equipment that 


will save space, money and nurses’ time. 





a A. S. ALOE COMPANY 
Yaar “SE ) Dept. 105 


yg 
Z S 1831 Olive Street 
& St. Lovis 3, Missouri 
| would like to receive prices and further information on 


14 FULLY- Revolving Chart Files other Nurses’ Station Equipment; 


STOCKED 

DIVISIONS 
COAST-TO- 
COAST Hospita 


Moduline hospital equipment 


a. s- aloe company 


World's Foremost Hospita/ Supp/ier 


Name Title 


Address 


City 














WHAT'S New 
cludis Pot and Pan Washer 


Thermo Servers i i 

of Stainless Steel \ wuiffin, bread, wafll ind pancake in Pass-Through Model 
Stainless steel is used t I the tw ives. Pillsbury Mills, Inc., Minneapolis 2 The Model SD 

v Vollrath Thermo servers, the ermo r more deta rcle 20! on mailing card | 


Small, Compact Vacuum 
Has High Power at Low Cost 


Bowl i il nat 1d 


the Thermo-Pitcher has one-quart ca 
The Vollrath Co., Sheboygan, Wis 


r more det ° ) nr 
e deta é 3 


Pillsbury Food Mixes 
Now in Institutional Size 
ipped wit thir t baske pe filter } 
ries an Hy inches | sily removed for cleani Phe Al 
hes wick The Kent Co., Inc., vev-Ferguson Co., 75 Disney St.. Cinecin 
nati 9, Ohio 
os aie. debe 


! IS in 
Rome, N.Y 
For more 


details 


(Continued on page 198 








VY 7 
For quality without <€ <&@) When headlines scream 
compromise... { 

43) “NEGLECT!” 
VITAX | will fingers point 


for safety 
you can trust! 


~) 








Like every piece of Vitax 
hospital glassware, Glasco 
Kelly Infusion Jars are 


made of extra-strength 


resistant glass. VITAX Will you be to blame should power failure from any 
withstands rough han- cause result in loss of life, serious accidents and costly 
dling; will not discolor property damage? 

Protect yourself—and the lives and property of others 
terilizatic il tecail by insisting upon the installation of a dependable 
seseumrnainns ee Fairbanks-Morse standby power generator! 
corrosive action. Fairbanks-Morse power generators are available in 
3 ; standby capacities ranging from 2 kw. to 100 kw.— 
For the best in surgical AC or DC. They are available with line transfer, fully 
automatic, remote and manual controls. Diesel power 
generator sets up to 1700 kw. For complete details, 
consult your architect’s files or write Fairbanks, Morse 
& Co., Dealer Div., Dept. MH-12, Chicago 5, [1] 


patria oe ig “4 — . 
Double tabulated tip ( zyLASCO @ FAIRBANKS-MORSE 


APPROXIMATE VOLUME 


© 


or cloud after repe ited 


glassware, specify VITAX. 





s either Ys” ; RODUCTS COMPANY ‘ 
fits either 14” or % @ name worth remembering when you want the BEST 
tubing. Available in 700 111 North Canal St., Chicago 6, Illinois 
a eae ae GENERATING SETS * MAGNETOS * PUMPS * MOTORS « SCALES 
WATER SYSTEMS e¢ DIESEL LOCOMOTIVES AND ENGINES 
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Two communities dig deep for funds to build 
hospital additions—Campaigns directed by hetchum, Inc. exceed goals 





St t 
Administrator: Sister 
GOAL: $1,610,000 
PLEDGED: $1.6 








victory, Edward J. Gould, Presi- 
dent the Iw . Board, stated: “Our selection of 
Ketchum, Inc. was the right one, and evervone seems 


o think so 


funds are needed, Ketchum, Inc. stands ready to serve 


sur hospital as it has served these two communities and 


im, I 
HO \L in , ; 

; ; hundreds of others throughout the country. More that 
Oo « lete ‘ 


campaign direction alone, the Ketchum service includes 
pre-campaign counseling and planning, public relations 


programming, mpai~@n Management and post-cam- 
Hel } 


We were 


the 


ge period. 


KETCHUM, INC 

MEMBER 

Ps : QA 4 4 4 . 4 ae 
Campaign Direction + Public Relations 

a ¥ : 

ith protection $1.610.000 Was } : CHAMBER OF COMMERCE BUILDING 


re” () 1 i! I ot 1 
} Calnpalen ) 


lL HER JOSEPH’S |] 


fOSPITAL, 


mnilar pt le Hntaiming 


uilding a two-story wing and tor necessary Sm PITTSBURGH 1g, PA 
) 
the present structure Phis community Pp. $00 FIFTH AVENUE, NEW YORK 36, NEW YORK 


esponsibility and pledged $1,639,000. JOHNSTON BUILDING, CHARLOTTE 2, NORTH CAROLINA 
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WHAT'S New 
. Plan-n-Print Kits 
Hospital cuts Vizualize Planning 


Planning ot floor 
kitchens nd other 


towel costs sag sy ase 


new Plan-n-Print Kits 


ble, all-purpose pa 
19% vin 


trrvitig 


Mosinee ie the spocialinnd 


Torn-Jowls 


A SOUTHERN hospital* with over 400 regular employees re- 
placed the cloth towel service in their washrooms with 
Mosinee Turn-Towls. The net result: Turn-Towls’ higher absor- 
bency plus Turn-Towl cabinets’ controlled dispensing reduced 
the cost of their towel service 18‘<. 





What's more, doctors, nurses and other hospital employees 
report that Turn-Towl service 
is more sanitary and more fiex- 


ible than cloth towels. ; Witt 
Mosinee Turn-Towls can 


give you these savings, too, and Subhas T Q 


at the same time, improve your 
service. Write us for the name BAY WEST PAPER Co. 
of your Mosinee Towel Distri- 1198 West Mason Street 
butor. “name on request GREEN BAY © WISCONSIN 


Division of Mosinee Paper Mills Co, 





THINK FLOOR MOPPING’S 


Pigeon, Mich 


F Jeta ¢ 204 


Electroencephalograph 
Is Small-Sized Unit 


HARD WORK 


You'll change your mind in a hurry Pran 
once you try a Geerpres mopping outfit, 
Easy-to-use powertul int rlocking ygear- 
ing wrings mops as dry as you please 
without twisting or tearing. Best of all, 


no splashing on clean floors or clothing. 


Geerpres buckets roll at a touch on 


led balll 


quiet, rubber-wheel caring 


casters. Electroplated wringer and rug- 


ged galvanized or stainless steel buckets 


end rust—last for years 


Take it easy. Get a Geerpres mopping 
outfit today. Single and twin-tank models 
plus accessories. See your jobber or peration ¢ ble 
write for catalog. witl peed na 
mistrument 
The new instrument 
ensitive to external disturbar 
provide accurate brain wave recording 
It has been widely tested nad irvinng? 
climatic conditions and has been clinically 
tested for over a vear In addition to it 
hospital e, the new portable mistriument 
in be used in ambulances by plugging it 


“FLOOR-KNIGHT WRINGER, INC. into the dashboard outlet Offner Elec- 


Mopping Outfit BOX 658. MUSKEGON, MICH tronics Inc., 5320 N. Kedzie, Chicago 22. 


for mops to 16 oz For more details circle #205 on mailing card 


(Continued on page 200 
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design DNY-134, loose cushions, upholstered arms. w. 25°, d. 30’, h. 27 


UNEXCELLED 
for simplicity, 
comfort 


and strength 


ANYWHERE YOU LOOK "'CHF”’ STOOLS AND 127 years 


TABLES ARE THE ULTIMATE IN QUALITY 
: makers of 


CAST ; Classic unbroken line from chairs and 


ONE-PIECE : antes out S rongest, as 
CONSTRUCTION : gare c ae tables for 
public use. 





UNRIVALLED : © ° 


rs porcelain 


COLOR CHOICE = one! plus 4 metal finishes. 





year CHF equip 


ent is featured in the ma- 
WINNING senile pablo ona? 


DESIGNS : Ay ae design ONY-133 
° - loose cushions 
w. 21°, d. 30°7,h 








Write us about your seating 
needs. We will send 


Wri te TO D AY appropriate illustrated material 


for complete catalog THONET INDUSTRIES, INC., Dept. K 


ONE PARK AVENUE. NEW YORK 16, N Y 


PP dad 


THONET 


INDUSTRIES 


DISTRIBUTORS IN ALL PRINCIPAL CITIES 


The CHICAGO HARDWARE FOUNDRY CO. 


“Dependable Since 1897” 


41127 Commonwealth Avenue NOR , 
ORTH CHICAGO, ILL SHOWROOMS: NEW YORK, CHICAGO, DALLAS, LOS ANGELES, 
MIAMI, STATESVILLE, N.C 
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WRAAI'S New 
Locking Call Button 


‘Detroit Look Duplicators 
Have Increased Versatility th cener liay nd bu Molded of Nylon 
N C1 ' Viste stl vchiine daptabl Nylor 


1S¢ 


Ditto Incorpor ited, GSOO Me ‘ ? ‘ | hy ne 
: ormick Rd., Chicago 45 Edwards Company, Inc., Norwalk, 


| 


Conn. 


Optional I quipment 
Available for Kollecto: 
Optiona ' 


} 


h the ba it 


at o ul tact ( Kol, Inc... 2323 


Ellis Ave., St. 


F 


Paul 4, Minn. 


8 


Vinvl Wall Tile 
Designed for Institutions 
\rmstrong Vinyl Wall Tile 


mstitution 


So they may see... vith a material which is not only attra 

t ‘ gd iow rut lso re stant to 

istle illumination is now bined with the 7 fading 

ible major irgical lamps ever built . : 
) l tis ¢ » mamtan a 

nterweighis, Castle “60 
4 n cdiet rent 
thertouch mobility _ d I —— 
rical team , I ; 2 : Colors wi 

id nn Sé ds light 
re it is needed by those who 


composed 


ilt in the incision tibet ind 
esult is proper and quicker light placement 


clearer, fatigue-free vision better surgery 


ind Color Camera Attachment -s so ee th Uhe 
in nine de 


WILMOT CASTLE COMPANY INncA size U 
ors. Armstrong Cork Company, 


orator co 
East Henrietta Road « R ester N.Y 
Pa. 


Lancaster, 
LIGHTS AND STERILIZERS F 


r more details rcle 209 on mailing card 


(Continued on page 202) 
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in this contemporary interior... 





Entrance door, left, has Rixson no. 20 
concealed floor type closer. Communi- 
cating office door, right, is equipped 
with a Rixson Uni-check concealed 
floor type closer. Inactive wardrobe 
doors, center, have no closers; but are 
hung on Rixson no. 117 offset pivot 
sets. All doors have identical hanging 


style, achieving a pleasing simplicity. 





y unobtrusive uniform 
stural Gas Pipeline 


J engineers, Chicago 


which doors have @:=== =< closers? 


No exposed mechanisms or unsightly 
arms mar the appearance of these 
beautiful modern doorways, even when 
doors are open. Extra-length spindles 
are provided to clear thick rug instal- 
lations. 

Matched hanging styles can also be 
achieved with Rixson center hung in- 


stallations. 


write for condensed catalog 18e 


THE OSCAR C. 


9100 west belmont avenue 


COMPANY 


e franklin park, illinois 


canadian plant: 43 racine road @ rexdale, ontario 





WHAT'S New 


Full Length Examination Gown 
Is Disposable 
Laundry is 


revented with use 


lisposable Yaminatior 


own 


r open 
! 


for ( ! 


ep st k 
t 


64 E. Sth St.. 
ROTC IE 


New York 3 


eta 


Golden Dial Soap 
Inhibits Odors 


FOR 
Full 
Ddaty 
WRITE 
FOR 
BROCHURE''M S” 


110 


202 


| 


nad 


VA tor hospital u 


Industrial Soap Dept., 1355 W. 


( hicago 9, 
Fer more dete 


Hav \ 
sc. Armour & Co., 


Instant ECG Visualization 
With Operating Room Viso-Scope 
¢ im Six guest Phe operating rool model IL69-A-OR 
Viso-Scop pe y designer for j 
> . tantanmeous , 1 ization 
sist St., 


Dispenser for Hot Water 


Now Available 
Hot If K ¢ ! 
blot 


\I 


lray 
by 


‘ 1 pape . 
vatient Busse Hospital Products 


Corporation Glen Riddle, Pa. 


Sunroc Sanborn 


Co.. 175 Wyman St... Waltham 54. Mass 


Continued on page 204 


SOLD EXCLUSIVELY BY 


HAROLD 
SUPPLY CORPORATION 
100 Fifth Ave. 

New York I1, N. Y. 


THIS MONTHS 


Shue 
The Most 
Comfortable 
COMPACT 


Chait You 
Can Buy! 





1093 EASY CHAIR 


Perfect for semi-private rooms, as well as other uses 
in hospital and dormitory. Compact —requires only 
24” x 26” floor space. Comfortable — no-sag construc 

tion; upholstered back and seat. Wall-saver design — 
has flared back legs which keep chair’s back away 


from wall. Finished and —_— 

upholstered to specifi- ra » 

‘ations. 

ence ( FICHENLAUBS ) 
Contract Furniture 


SEND FOR BULLETIN 1060 € 
ee E-19 





3501 BUTLER ST. PITTSBURGH 1, PA 
ESTAB t 
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No matter which J7///%c/ you like—you can buy it in 


WaicroXKold’ QUALITY STAINLESS STEEL 








2B Steel in the 2D condition which is No. 3 -~This surface is made by grind- 
subsequently rolled on a “skin pass” or ing with a No. 100 abrasive. This surface 
The surface acquires a bright is smooth but not as reflective as 2B. 


finish from the polished rolls. This surface 


femper mi 


is somewhat more dense and hard than 
2D and is a better starting surface for 
later finishing and buffing operations. 


No. 4 A finer finish than No. 3 made No. ‘Z Good reflectivity and brilliance BRIGHT_a« highly reflective surface 
by grinding with a No. 150 abrasive. Like made by polishing with a No. 400 abra- made by cold reducing with highly pol- 
No th surface is easily blended with sive. This semi-mirror finish must be pro ished, glass hard rolls. This finish is only 
hand grinders after forming, drawing or tected during fabrication by adhesive available in Type 430 stainless. 
welding paper or strippable plastics lest the finish 

be marred beyond repair. 


se are our standard surface finishes that 


are available in types 201, 202, 301, 302, 304 and 430 
except Bright which is type 430 exclusively. 

These finishes are regularly supplied in sheet and coil 
form in widths up to 48 inches. 

Since Nos. 3, 4, 7 and 430 Bright are smooth 
reflective surfaces, they are not recommended for severe 
drawing without special precautions as the mill finish may be 
marred. Applications such as dairy machinery, kitchen 
and restaurant equipment and architectural decorative work 
require only local forming, so these highly polished 


surfaces are not greatly disturbed. All mill polished sheets are 


t y ° - : . 
carefully packed to avoid handling imperfections. Protective Ww ashington Steel Corporation 
adhesive paper can be specified by the buyer when needed. Producers of Stainless Sheet and Strip Exclusively 

For specific information on recommended 
surface characteristics for a particular stainless steel 15F WOSSLAND AVENUE, WATENSTOM, FA. 
sheet and strip application, address 
your request to our Product Development Dept. 
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WHATS New 


ce providin easy control of | tele luced with the ce e and handi ipped 
on, lights, telephone ind other apphi patients are given confidence through abil 
es by handicapped or disabled patients ity to help themselves. Down East Elec- 
special wiring but troncis Mfg. Co., Scarborough, Maine 
convenient wall For more details circle 214 on mailing card 
I pli Ices plus ced 
panel Phe SeTIS 
lifferent Tubular Steel Folding Chairs 
of the Converted to Wheel Chairs 
The Wheel-A-Chair 


ich instantly cor 


Appliance ( ontrol 
for Handicapped Patients 
The Switch-O-Mat 





r wih 
hie f ding 
} Wheel-A 


i t i 
tub ur legs fitted into the 
racket Southern Stamped Prod- 
ucts Co.. Inc.. 309 Golf St... Jackson, Mich 
‘ rcle 2215 on nr 4 


For more deta siling car 


Spacing Beads 


Lette r Beads* enya nel = 


iss and tiber ma 


Seal Bead terial, is used tor tl ittractively designed 
( r of th uper Model BP-2 Com 

ch ts said to 

} 


mec 


*Number Beads available for 
Case No., Room No., etc. 


NO COMPLICATED TOOLS 
HNIQUES 


Manica 


the Dekuatel way to identify 








J. A. Deknatel & Son, Inc. 


Queens Village 29, N. Y. 


ot Superite not only reduces weight and 
permits the flowing contour lines ot the 
Send me, without obligation, a sample necklace and container, but protects against damage 
details of your free 30 day wial offer because of the strength of the material 

and the fact that the color and finish are 


an integral part of the Superite. The new 


Name y 


material also protects the container trom 
damage resulting trom corrosive liquids 
The National Super Service Co., 1945 
N. 12th St., Toledo 2, Ohio. 

For more details circle 2216 on mailing card 


(Continued on page 205) 


Hospital 
Address 
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WHAT'S New 


Conditioning Laundry Tumbler Warmer now offers the nveniene re available u capacities trom five to 
Has Double Coil vork table top d aD he unit 1s cor me thousand gallons, including vertical 

lindrical and box type tanks. Barnstead 
Still & Sterilizer Co., Lanesville Terrace, 
Boston 31, Mass. 


For more deta rcle 2219 on mailing card 


Mobile Bookcase 
Has Four Shelves 
| L007 Mobile 

] 

angle 

ry book 


dily visible 





Storage Space 1S 
the arrangement ol 
es with the top shelt 


mayvazines and large 


) Alig : 
7 


[yy LA serie i oved t 
( to heating ele Franklin 
Products, 400 W. Madison St., Chicago 6. 


F 3 


Water Sterility Maintained 
With Ultra Violet Light 





Purk 


F ed 


ett Mig Co Joplin Mo 


periodicals. The unit is easily rolled trom 


, , | to place on ball be aring swivel 
Food Warmet I K ounted above t irtac oft the . te . 
eee isters. Fleetwood Furniture Co., Grand 
Has Work Table Design Vater, t rht t t | { ; 
Haven, Mich. 
1} Ec 


| i ¢ 1 \ Or ne | rpaose lhe new more details rcle 22220 on mailing card 


Continued on page 206) 


Have you seen America’s Outstanding Space-Saving Filing System ? 


FiLIN 


“The System that Makes 
Shelf Filing Practical!’ 


The Only 
Filing System 


e With and without easily 


operated Drop Doors! 
Typical 
@ Units from 7 to 10 Visi-Shelf Hospital Installation 


openings 
-—_——_— = —— = as oe 


SEND COUPON TODAY FOR FULL DETAILS OF THE VISI-SHELF FILING SYSTEM §  Visi-Shelf File, Inc ” 
225 Boadway 
New York 7, N.Y 


= 

Please send free catalog describing the new Visi-Shelf Filing | 

ad y 7 System for Medical Records and X-Ray Negatives 
in. 


Name 


225 Broadway CE Col aA Acie ss 
City Zone State 


Se ee ee ee 
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Prevent cross 


infection—use 


d sposable lancets 


REDI-LANCE 


assures you adequate blood 
for testing, and a controlled- 
depth puncture that heals 
quickly 


REDI-LANCE 


* steam sterilized 

- finger-grip shaping—will not 
slip 

* design of point limits 
penetration 


REDI-LANCE 


...the ECONOMICAL disposable 
lancet for a perfect puncture 
is available from your dealer. 
STOCK UP Now! 


a 


lV- 
Detainee usw vous 





HOSPITAL PLAQUES 


and signs for every purpose in 
BRONZE and ALUMINUM 


THE OPERATING UNIT 
OF THIS HOSPITAL WAS GIVEN 
IN LOVING MEMORY OF 


JOSEPH BROWN WHITEHEAD. JR 


—— 
SURPRISINGLY LOW COST 


Everlasting beauty. Free design service. 


H. pit ls from coast to coast have 
best for less because of our unsurpassed facili- 


ties and years of nationwide experience. It will 


pay you to look over our new catalog, prepared 


especially for our increasing clientele in the 


hospital field. Why not send for it today...now! 


*} Room and Door Plaques 


Directional Signs 


GIBNI 
MEMORIAL WING 


Bronze Tablet Headquarters 


UNITED STATES BRONZE 
SIGN CO., INC. 

570 Broadway, Dept. MH, N. Y. 12, N. Y 
Plant at Woodside, L./ 


Dedicatory Plaques 
Memorial Plaques 
Building Facade Letters 


Plaques to Stimulate 
Fund Raising 





WHAT'S NEW 


Verity Svringe Line 
Includes 44 Sizes 
Verity Syri 


Pharmaceuticals 

Miatromycin Intravenous 

Matromvcin is a new 
ntibiotic n labor ite 
intibioticr 


ny wide pect 
train of Strept 
white crvstall 
its s re freely olubl 
of the « 
principally 
teria but 
negative bacteria 
‘ i well tolerated 
rbhed antibiotic efbective 


of pathoger It i 


’ ha yitaimnny 500 it 
\ 7h - y “as biot tivity Pfizer Laboratories, 

aa lercer G mae Works Inc., Flushing Ave., Brooklyn 6, N.Y 

725 Broadway, New York 3. bis snare abuts ciake ee aw we 


F more det ; 


eta € 4 3 
Darvon 
PD) 
Medical Isotope Laboratory 
in Complete, Low-Cost Unit 


Versat 


‘ f i 
bottle f 100. Eli Lilly & Co., 
apolis 6, Ind 

F re deta 


Darbid Tablets 
Darh Polis 


' t byott 


{ 50. Smith, Kline & French I 
Philadelphia 1, Pa. 
I 
‘ fad e det 5 rcle 


5] 


i es 
aboratories, 


226 mailing card 


Literature and Services 


@ \ General Utility Handbook 
ermination in tatlodd infos ti MicroRol 
tuclic Nucleonic Corpor- 
ation of America, 196 Degraw St., Brook- 


Ivn 31, N.Y 


Private Switchboard 
Is Fully Equipped 
The Telecom Mod +:\ Dial Tele 
Switchboard is a new automat ee ecawie 
ivate switchboard design use In Catalog Nine now 
requiring 20 to 46° private , lable from G un-Field Surgical Co., 
: tchl Woodside 77, N.Y 
144 page 
eration. Ta) i t well a 


stitutions 
. 1 
l I 1comes tully 
juIppec ) 11 ily the 
tele | hone 


ephone >. 
addition reference 


those 
I 


na rd 
mini 


ms plagued with 
con he sa dart De 
booklet, PL-51, “Plexiglas 
Glazing,” available from 
Co Pla tics 
% Philadelphia 5 "a 
speaker and sizes and thicknesses 
ther advantages. Telecom, Inc., 1019 and the advantages and properties of Plexi 
Admiral Blvd., Kansas City 6, Mo. 


For more details circle 2223 


; unit 
y 9 mounting which 
| t. Special 


frequent win 
interested in a new 
Replacement 
Rohm & Haas 


switchboard Washington Squ ire. 


itures available with the 


apiny Information on sheet 


lude central dictating service, | 
mm. phone, cod cal 


to be used is included 


clas related to glazing are discussed 


For more detail ircle 


on mailing card #229 on mailing card 
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new bulletin describing the Multi 


LYASP7e@ NeVw 
WATTS NeW 
Mainte-  e B. F. Goodrich Rubber and Koroseal e@ A 


@ Information on Sanitation and Dt 
1! Clean method tor maintaining aspha 


a ees Z 
, 14-page Prescription Accessories are described t 


nance Products is offered in 
' 1] 
blished by Huntin 1 Labora . § ! 1 in black and white and 


tile Hloors is available trom Multi-Clear 
Products, Inc.., Paul 16, Minn. Form 
l uctions [for initial 


! 
mamtenance nd 


Suppliers’ News 


© A new comprehensive catalog on the 
Erie City “FT” fire tube packaged steam 


trot rie City 


new 


Eastern Products Corporation is the 

renerator , n e of the corpor ition formerly known as 

“4 es 1D = the Eastern Venetian Blind Co., 1601 Wi 
Wor ric, Pa. Catalog 56A gives ; 

7 muco Ve Baltimore 0) Mid The 

necessitated because of the 

venetian blinds 


Iy the let Ont no rant ac d bv the ompany 


UL. Label on a Ballast Really Enough for 


You? United Manufacturers, 50 Windsor Place, 


t | 1 the g llustrated Price List No. 57° 

@ “Youngs Mlustra Nutley, N.J.. is the name given to a new 
deceoe rahe a rganization of food service equipment 
iufacturers Phe group includes Uni- 
versal Dishwashing Machinery Co., Nutley 
10, N.J.. inufacturer of dishwashing 
equipment: Triumph Mfg. Co., Cincinnati, 

* Inspection, Maimtenance and Protection t , , rie va) i. I & , 

; : Ohio, manufacturer of wheeled steam 
of Standpipe and Inside Hose Systems dolly tru 7 | 
F a tables, potato peelers, refrigerators with 

ible shelve and wheeled food Wi\ 
Sanitary Scale Co., Belvidere, IIl., 
e An electronic relay ‘ ned especi og 
e nufacturer of food slicers and scales 


1 M.J.M., Culver City, Calif., manuta 
while peeling and other kitch- 


\ ( 1, ‘ i more det € 2 7 ; : 
remo 


These manufacturers have 
ide better equipment 
sers of food service 


AUTOMATIC 


FOOD WASTE DISPOSAL 
for every need 


Used on U.S. Navy ships 

hotels, & wherever huge quantities 
hospitals and of waste from mass 
cafeterias feeding is involved. 


For small and medium For large restaurants, 

size restaurants, 
drive-ins, 

lunch rooms, etc 


These Little Rays of Sunshine 
Can Perk Up Appetites! 


on a toothpick! DON cheerful 


r psvchology 
atchers” stuck into the food add a touch of gay 
banish the gloom some patients have, especially at meal 


time They lead to smiles conversation better appetites 
Equally as effective on adults as on children. Add glam 
our to a tray—and good will toward your institution D | S 1 O S F R S 
These cute lithe parasols, flags and other gadgets are 
tte py ay <i arvapialing on.2 yes ceed ple For the equipment needed by all eating places, from the small 
hs: sali: Saihiin dias Geeiieadeie 0 ean ea lunch room to the largest establishment serving thousands, 
consider and evaluate Gruendler Food Waste Disposers, 
a complete line to serve any size need. 
Write! Tell us, approximately, how many people you feed 
at each setting and our engineers will be happy to recommend 
the right disposer unit for your needs. No obligation. 


Write Dept. 14 for a free assortment of samples or 


ask your DON salesman about the “Eye-Catchers.” 


epnwaro DON « company 


GENERAL HEADQUARTERS—2201 S. LaSalle St.—Chicago 16, III. GRUENDLER CRUSHER & PULVERIZER COMPANY 
Branches in MIAMI ¢ MINNEAPOLIS-ST. PAUL * PHILADELPHIA 
2915 No. Market, St. Louis 6, Mo. 
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Of the many things that can be said about an Oxygen 
Regulator—here are the points that really count: 


Simplicity of operation 
Safety 

Durability 

Universality of use 


There is one simple control valve 
There is the strength of metal where 
it's needed to assure years of 
dependable service. 

There is a pressure compensated 
flowmeter which gives accurate flow 
readings regardless of the administering 


equipment used with it. 


Flowmeter available separately 
for Piping Systems. Write 

for additional literature on 
Oxygen Therapy Equipment. 


You pay no more 
for the very best when 
you insist on Puritan 
Oxygen Regulators. 


> 
uritan 
SINCE 1913 
COMPRESSED GAS CORPORATION 


KANSAS CITY 8, MO. 


PRODUCERS OF MEDICAL GASES AND GAS THERAPY EQUIPMENT 


The MODERN HOSPITAL 
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181 Diagnostic X-Ray Unit 
General Electric Co. 

182 Operating Light 
Wilmot Castle Co. 

183 Floral Disposable Service 
Dixie Cup Co. 


Detarnishing Formula 
Economics Laboratory lac 

185 Shock Therapy Bed 
Hill-Rom Co., Inc. 


186 Translucent Ceiling Panels 


Tae Celotex Corp. 


Enema with Pre-Lubricated Tube 
C. B. Fleet Co., Inc. 


187 


188 #716 Sugar Holder 


The Hall China Co. 


Glass Blocks in Color 
Pittsburgh Corning Corp. 


Electro Surgical Unit 
Orthopedic Frame Co. 
191 Mobile Racks 
Crescent Metal Products, Inc 


192 Air Diffusing Grilles 


Titus Mfg. Corp. 


193 Tyre H-C Thermostat 


The Powers Regulator Co. 


194 Solatex Silver Reflectadome 


Wasco Products, Inc. 


195 Mobile Demonstration Unit 


Standard Electric Time Co. 


Ke-Drawer 
Cushman & Denison Mig. Co 


197 Aluminum Safety Sides 


Beam Metal Specicities 


Photocopy Duplicator 
A. B. Dick Co. 


198 


Strato-Lux Lighting System 
Curtis Lighting, Inc. 
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200 Thermo-Servers 219 Ultra-Violet Water Storage T 
The Vollrath Co. Barnstead Still & Steriliz 
201 Institutional Pack 220 Mobile Book Case 
Pillsbury Mills, Inc Fleetwood Furniture Co. 
202 Lightning Vacuum Cleaner 221 Verity Syringes 
The Kent Co. Mercer Glass Works Inc. 
203 Model SD “Panhandler” 222 Medical Isotope Laboratory 
The Alvey-Ferguson Co. Nucleonic Corp. of Amer 
204 Plan-n-Print Kit 223 Dial Telephone Switchboard 
Templan Inc. Telecom Inc. 
205 Type T Electroencephalograph 224 Matromycin Intravenous 
Offner Electronics Inc. Charles Pfizer & Co., Inc 
206 Duplicating Machines 225 Darvon 
Ditto, Inc. Eli Lilly Co. 
207 Nylon Locking Cail Button 226 Darbid Tablets 
Edwards Co., Inc. Smith, Kline & French La 
208 Optional Equipment for Koliector 227 Utility Handbook 
Kol, Inc. Washington Steel Corp 
209 Vinyl Wall Tile 228 Catalog Nine 
Armstrong Cork Co. Graham-Field 
210 Disposable Examination Gown 229 Bookiet, PL-51 
Busse Hospital Products Rohm & Haas Co. 
211 Golden Dial Soap 230 Sanitation and Maintenance 
Armour & Co. Huntington Laboratories 
212 Hot Water Dispenser 231 “The UL Label on a Ballast” 
Sunroc Corp. Certified Ballast Manufac 
213 Model 169A-OR Viso-Scope 232 Safety Code 
Sanborn Co. Fire Equipment Mirs. As: 
214 Switch-O-Matic 233 Koroseal Prescription Accessc 
Down-East Electronics Mig. Co. B. F. Goodrich Industrial 
215 Wheel-A-Chair 234 “FT” Steam Generator 
Southern Stamp Products Co., Inc. Erie City Iron Works 
216 C cial Suction Cleaner 235 Price List No. 57 
The National Super Service Co. The Paul O. Young Co. 
217 25-Ring PCT Tumbler 236 Electronic Relay 
Purkett Mig. Co. Arthur S. La Pine & Co. 
218 Electric Food Warmer 237 Form 1401 
Franklin Products Corp. Multi-Clean Products, Inc 
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The two cards below are detachable and are ad- 
dressed to us. With this flap folded out you can 
turn through the magazine for the items on which 
you want further information. 


When, in either an advertisement or “What's 
New” you locate the product, turn to the index 
to advertisements on the following page or to the 
index of “What's New items (left) where you 
will find the key number for the item. Items ad- 
vertised are listed alphabetically by manufacturer. 
“What's New” items are in Key Number order. 
Circle the corresponding key number on the card 
below for each item in which you are interested. 
The second card is for the use of someone else who 
may also want product data. 


Detach and mail — no postage required. 
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Abbott Laboratories . 14, 15 271 Carrom Industries, Inc. (HPF) 13 
Abbott Laboratories ....following page 176 272 Castle Company, Wilmot (HPF) 200 
Acme Visible Records, Inc. (HPF) 129 273 Chicago Hardware Foundry Company..199 
Airkem, Inc. ; 140 274 Gude Petdins Machine Company 
( ) + 93 
Air-Shields, Inc. (HPF) 16 
275 Classified Advertising... 165-184 
Allegheny Ludlum Steel Corporation. 163 
276 Clay-Adams Company, Inc. 206 
Aloe Company, A. S. (HPF) 195 
277 Coca-Cola Company 168 
American Appraisal Company 176 
278 Colson Corporation (HPF) 185 
American Chair Company 170 
279 Continental Coffee Company 192 
American City Bureau 152 
280 Couch Company, Inc., S. H. 106, 107 
American Cyanamid Company. Surgical 
Products Division (HPF) 18, 19 281 Crane Company (HPF) 28, 29 
American Cystoscope Makers, Inc. 135 282 Crescent Surgical Scales Company, 
Inc. Sit 12 
American Hospital Supply Corp. 
Baxter) ss) 283 Cumerford Inc. .. 164 
American Lowey Machinery 284 Darnell Corporation, Ltd. (HPF) 128 
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285 Day-Brite Lighting, Inc. 121 
American Sterilizer Company (HPF) 45 
286 Deknatel & Son, Inc., J. A. 204 


American Sterilizer Company (HPF) 39 
287 Dewey & Aimy Chemical Company 


Anchor Brush Company 177 Division of W. R. Grace & Co 114 
Anemostat Corporation of America 22 288 Diamond Crystal Salt Co. 115 
Ansco Corporation 161 289 Don & Company, Edward 207 
Armeipe)” Company, Inc., Gordon 198 290 Dow Chemical Company 133 
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Legge Company, Inc., Walter G. 

(HPF) 147 
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Lilly & Company, Eli 3 
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Cee POST-OP' Sponges by SEAMLESS — ready-wrapped for the autoclave . . . no expensive 
iterial costs. This floor item is ready to sterilize. 'POST-OP's cost you less at the time of 
bulk packed sponge ‘POS! oe ilso reduce wastage and cost of reprocessing unused 


from open bundle wo 4" x 4" 'POST-OP"' spong lope, 600 envelopes per case. 


zes per sealed enve 





'LACTA' Pads by SEAMLESS—reduce cost of caring for ex- 


tion. Save on laundry reduce demands 
urage self care. Comfortable, ana- 


CUT-RAK' 'PRO-CAP' Adhesive cape na sar by 
SEAMLESS— Only cutting dispenser on the irket A re a cess postnatal lact 
ind tape saver in all parts of the hospital. Cu on nursing fT enco 

'PRO-CAP' tape. It causes little or tomical shape minimizes pressure that causes cracked and 
‘I ipe stays on retracted nipples 1 boxes of one dozen, 24 boxes to the 
uses le case. Your Seamless tler can supply 


time 


or maceration 
you; samples available. 


3s tape 


PRO-CAP', ‘LACTA { 'POST-OP e Seamile tubber Company 


SURGICAL DRESSINGS DIVISION—— 


THE - EE ARLESS - RUBBER COMPANY 


NEW HAVEN 3, CONN., U.S. A. 





IMPROVED! 


features Unitized Construction, 
Instantaneous Stabilized Lead 
Switching, “Quick-Change” Paper 
Cartridge, Interchangeable Piug- 
in Amplifier. 


> 
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f Raytheon 

J “Unitized” Electrocardiograph — 
Aad 
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Raytheon Microtherm® Microwave 
Diathermy—the diathermy unit 
specified by more doctors and 
hospitals than all other types 
combined. 


Raytheon Micronaire® Electronic Air Cleaner— 
removes pollen, dust, smoke, bacteria—all air- 
borne particles. 99.2% efficient 


More medical products 
for the profession from the 
world pioneer in sonic, ultrasonic 


and electronic equipment. 


Write for complete literature 


RAYTHEON MANUFACTURING COMPANY RAYTH FON a 


Commercial Equipment Division—Medici! Products Department 


Waltham 54, Massachusetts 





